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Give Three Hours Later News 


NUMBER 129 


MANILLA 15 


ATTACKED 


_ 
* 


Merritt Has Begun the! Conquest 


Of the Philippines 


i 


PORTO RICO TOO I MUST SUBMIT 


TO UNCLEjSAM'S ^FORCES ; 


Cavite Aug. 3, via Hong Kong, Aug.- 9-Special_The 


American forces engaged the enemy before Malata Sunday 
n'ght, July 31, and compelled1 them to retreat with heavv 
losses. Our troops lost thirteen killed and forty-seven 
wounded. 
After three hours'- fighting the Spanish were re 


pulsed with over 200 killed and 300 wounded. The Ameri- 
can troops .enpged were part of the' Tenth Pennsylvania, 
f'rSJ CaJif°rn'a' T.h'rd re&ular artillery, and Battery A of 
Utah. The Spanish led in the attack, attempting to dislodge 
our troops by a flank movement Irom a strong position they 


^nKeLnih°ldlngnear the enemy>s lines- The position is 
still held by our troops. The attacking force was composed 
or-3,000 men. 
. • 
r 


_ 
Loridon, Aug. 9-Special-A Hong Kong dispatch says 


that on two nights following the Manila battle there was ar- 
tillery firing in which three Americans were killed and a-doz- 
«n wounded. 


• The monitor Monterey has arrived, together with three 


delayed transports of Gen. Merritt's fleet. 
Chickamauga To Be Abandoned. 


Washington, 'Aug. 9- -Special-The war department has 


decided to abandon the military camp in. Chickamauga Park 
without delay, and move the troops farther north. The rea- 
son for this action is not quite apparent, as Chickamauga 
» not included m the consideration of changing military 
camps. 
It is said at the war department that the change is 


due to the same reason that caused the abandonment of 
Fernandina, Camp Alger and other places-fear that the 
general health of the army would -become impaired if the 
troops remained longer at the present locations. 


Spain Hears From Porto Rico. 
Madrid, Aug. c— Special-Gen. Correa, minister of war, 


leceived a dispatch from Porto Rico stating . that Colonel 
Pinte s column of Spanish troops entered the town of Fajar- 
do and .lowered.the flag. A band of insurgents who were 


- 


FIGHTING YELLOW FEVER AT SANTIAGO, 


Sold in Jaflesville 


SPAIN NOT === 


5^5FIED 


Interposes Trivial Objections To 


The Peace Conditions 


OFFICIALS AT WASHINGTON AN- 


NOYED AT HER COURSE 


Washington, Aug. 9-Special-Peace is not likely to be 


declared for some time to come. The olleged acceptance by 
Spam of President McKinley's conditions proves to be far 
from complete. The Spanish government haggles over the 
terns like a bargain hunter in a department store. The 
ministers also seek to shift responsibility and leave an ave- 
nue for a complete repudiation of their own acts by insisting 
hat the sanction of the cortes and the senate will be neces- 
sary to the ratification of the terms. 
This is regarded as 


mere pettifogging 
It is probable that a very sharp and em-, 


phatic reply will be sent .to Madrid, and twenty-four hours' 
time given for an answer accepting without reservation the 
: 


conditions imposed by the president. "The parleying of 
Madrid has become wearisome, 
' 
' 


. 
. 
rgens wo were 


trjmg to suipnsethe-Spanish advance guard near Arcicabo 
isingoftheinsurge" 
ts' G- — 


EDGAR PORTER HELD 


ON SERIOUS CHARGE 


FIVE HUNDRED DOLLARS BAIL 


REQUIRED. 


Gorman May Be One. 


Washington, 
Aug. 9-Spedal-The suggestion that 


Senator Gorman should be the democratic member ' of the 
peace commission has created a decided interest in official 
circles 
His name is believed to be under serious considera- 


tion. 
He is an ardent advocate of territorial expansion. 
No More Troops Needed. 


MH J?lhlngt°n> AuUg' 9-SpeciaI-As a result of Gen 
Miles telegram.to the war department stating that he did 
not need troops, the order to Gen. Wade's'force to 
to Porto Rico has been revoked, and the troops wil'l 
camp until further notice. 
stay in 


Merritt Attacks Manila. 


Washington, Anff 
9 -Special-Secretary Alger said 


this morning that telegrams received indicated that Gen 
Merritt had commenced a vigorous attack on Manila 


Prisoner Must Answer To the Charge 


Of Assault With Intent to Do Grea 
Bodily Harm—Visited Yesterday By 
His Sweetheart—Mackin Is Slow, 
ly Improving. 


r Porter, who was 


j«m ""«" ^'ohBrged wlth "*»bblng 
Jamea Mackin, was brought Into the 
municipal court this morning for ex 
amlnatlon. Justice L. F. Patton pro- 
sided, and in as few words as possible 
ho Informed 
the prisoner of 
the 


charge, placed against him. 
Chief 


Hogan eicorted Porter from the jail 
to the court room, and a close watch 
was kept over him the entire dis- 
tance. 
When arraigned before the. 


bar of justice the prisoner had but lit- 
**Q «O 8Ay» 
' 
' 


Held for Trial. 


h»», i7""CMd £ Nol»n Appeared in his 
behalf, while District Attorney Jack- 
son represented the state. The charge 
Hn*H**£U "ith Intent lo d° k"eat 
bodily harm was entered against the 
prlaaner, and In default of 1500 bal 


trial, the oaie flelng set for 0°o'clrjk 
on the morning of August 18. 
When 


tnA rtVi • * nn •».._ 
i . . « . 
**** 
. 
en 
the chaige was read to him Porter did 
not seem surprised, for it was rrOb. 
W no more than he expected. 
The 


on 
ana 
e-h 


government officials look for .the fall of that citv at once if it 
has not already been taken. 


The Translation Complete. 


igton, Aug. 9—Special—Spin's reply has un- 


m 
een translated, and 
the air is full of rumors that 


-pain accepts. 
What she accepts or rejects, however the 


government does not yet know. 
, 


state prison at Wanpun. 
On 


the outcome of Mackln's injury wil 
depeed much the future of Porter. 


The Victim's Condition. 


but little time in sleep. ' The wound", 
with everything In the young man's fa 
vor.wlll require some time to ' ' 


Will Be Paroled. 


administration has 


confined « 


officers 


i« KI.W.J 
I — . 
mo I0 neal.and 
If blood poisoning sets in it may prove 
a serlon, affair. 
At a late hour this 


afternoon the attending 
physicians 


stated that their patient was 
as easily as could be expected. 


I'ortcr HIM u Visitor. 


Porter is not the kind of • < 


.i. 
is 


m.W 
.1 
u 
' 
e - * 
e '» 
making the best of the situation, and 
seems contented. 


Yesterday a good looking 


ft ' °*«Kd V?116 jsl1 
»Mt. 8liecl'<?ed th 
™J *•»•»" SlrloTer whom the boys 
qnarrelled. She was admitted to the 
I »ge' Bnd for half " hour made 
oner 
°f hef "fe 


of Maeklo's injury 


Porter 


with much Interest. 


BUDGET OF FRESH 


NEWS FROM ABROAD 


RUSSIA WANTS 
A 
COALING 


STATION IN PENANGA. 


Pressure in Favor Of the Nicaraugua 


Canal Being: Brought Upon England 
and 
America — Paderewski 
' Will 


Not Play A^ain— Colombia 
Suc- 


cumbs to Italy's Demands. 
Brussels, Aug. 0— [Special]— fiussla 


is trying to get a coaling atatlon in 
Penanga, Asln, between the Medlter- 
ranian and Vladivostok In the event 
of 
war. 
The Brltlih minister at 


Bankok is much stirred up about It. 


The NIcarniieua Canal. 


London, Ang 0— [Special] -A Pekln 


syndicate representing leading British 
I nObina will strongly urge the dig- 
glng of the Nicarangnan canal. They 
say the announcement by the United 
itatts that the canal will be built will 
ie sufficient to oheok Hussian advances 
n ^ **?. 6Mt Bnd *l7e *he Americans 
and English control of the trade. 


I'aderetrakt-g MUfortuue, 


London, 
ABUT. 0— [Special]— The 


Manchester Guardian says Paderewski 
as lost the use of two fingers, and 


The Government of Cuba. 


fn r^118?11' ^ 9-Special-A military government 
for Cuba has been decided upon by the administration. The 
developments of the campaign have shown that it would be 
unsafe at this time to entrust the island to the Cubans who 
would be prone to.the commission of excesses of cruelty 
against their late oppressors. A military governor, support- 
ed by an adequate force of troops, will probably be placed 
over each state., As fast as it is deemed advisable the civil 
authorities will be placed:in full control, the military, how-' 
dver, retaining the power of veto of their acls: until such 
time as the capacity of the civil power for government has 
been demonstrated. 


i 
* 
• _ 
_ 


Miles Before 'San Juan. 


Washington Aug. Aug. 9-Special-There is likely to 


be a decisive battle at San Juan with?n forty-eight hours. 
i he American troops under Gens. Brooke and Miles are al 
most within gunshot of the Spanish lines, and may attack 
any hour. 
Little resistance is anticipated. 
Gen. Miles has 


learned Irom deserters that the foitincations are indifferently 
supplied with guns and ammunition, and the native troops 
are anxIOusly waiting for an opportunity to desert frbm the 
Spanish lines in a body. 
The American flag will be floating 


over the harbor and city in less than a week. 


Not. Satisfactory. 


0 1 3 ' ' ^-Special-At „ 
offi 
o'clock nothing 
official had been heard of Spain's reply to the peace propos- 
als. 
It will probably not be presented until after the cabinet 


meeting. 
The impression' is gaining ground that the reply is 
not entirrHv ^ticfn^fn.-., 
. 
* 3 
not entirely 


be 
unable to play 
will probably 
Again. 


Succumlm to Italy. 


Borne, Aug. 0—[Speclall-It isored 


ably reported that Colombia haa fully 
agreed to the Italian demands. 


TWO FULL MOONS IN AUGUST 
The Fact Will Not lie An ABrcenlile One 


To Suntlmtutal Lovers. 


Janesvllle lovers will not und the 


nights as fsvorable as they would 
like to have them. 
During this 


month there will be two full moons 
one taking place on the last. 
Pull 


moons occur twice In the same mooth 
only once In about throe years and 
there will not be two full moona In 
one month again until in 1001. 


The time elapsing between the iwo 


consecutive full moons or new moons 
s termed-a synodlcal month and con- 
sists of twenty-nine days, twelve 


Suit of W. H. lioneiteel «. W. F, CUT! 


Does Over Till,the 83d 


In the municipal court this moraine 


when the ease of W. H. Bonesteel v. 
W. F. Carle was called »n adjournment 
was taken till August 23 at 0 o'clock 
The case Is In regard loan acoonnt 
that the plaintiff claims la due him 
from the defendant. The defendant 
"••«—*---—"-- bill of the plain- 


called this 


, 
weve 
hours forty-four minutes 
and three 


uesonds. Consequently all the phases 
iroper to the moon must ooour dur- 
ng thit interval. If, tbeiefore, a new 
moon occurs on the flrst of a month 
and the month has more than twenty 
nine days and twelve hours the same 
>hase of ths moon may occur again, 
The same tnle holds good for the • full 
moon 


SHIBT waists at '.'5o eaoh, can be 


bought to save all the rest of your 
lothlng. 
Wear * shirt waist all the 


claims to offset the 
tiff. 


When the case was 
KBUea mis 


morning the plaintiff moved for the 
adjournment on account of the ab- 
MDce of 
witnesses. Suthcrlan I & 


Nolan appeared In behalf ofthede- 
fendant, while Smith & Pelrce repre- 
sented the plaintiff. 
v 


HE GOT HIS 
DRAFT" CASH ED 


Hut the Boston Mnl, H«u to Come to 


. ilan«-»vllle to Oo It; 


Herbert Balcer, a resident of Boston 


was obliged to make a trip all th« 
way from Beloit here today for the 
purpose of cashing a draft. 


Mr. Baker represents tho Putnam 


Horsei,hoe Nail Company as their trav. 
ellng salesman, and while in Beloit 
yesterday he reoelv-d a dralt from his 
nFrn. 
Afta* «mA***lt«« - 
. .. i 


D CHICAGO MARKETS 
BY WIRE. 


0 
Purnlahed by WtlUam 0. Orolln. 


broker/and'banker, .tocke, grain and 


P wvWona Lappln'a Blook, Sorreap^n- 
'. dent. Lamson Bros. & Oa.OhleagV, 
• 
Market QnoUtlom, Ana-, o 


2 
wncAt"~ 


t Sept.'".'.".'.'.'." 


Cora— 


' uec.i;'.i;;i"" 
Oats- 
f. 
' 
ilay 
sept:::.:::: :: 
I'ork— .... 


gept.'.v.v.v.v:: 


Lard- " 


Oct......' . 
Klto— " 


Sept, .. .... , 
Oct..... ,,.* ** * 


ui»en 
.... 
K*4 


33 
** 
fk 


23HS "*** 
si* 


"885-8" 


B.?5 
0.87 


B.15 
s.t; 


tllgbe 


tt 


C5S-3i 


33H 
**si ^ 


• ••* 
28?,' 


8.8S'8 
8.0u 


5.25" 
o.aa 


""sris 


Lav. 


MS 
04 J 


32 \i 
33,'i 


.... 


»«* 


""slcj 


8.7ft 


O.L7O 


""6'io 
BJ2 


Close 


OK 
oxr 


33 
33K 


••«. 


•^7* 


• ••• 
8.8} 
8.90 


5.22 
.8.81- 


5.12 
8.17 


try. 
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ime at this price. 
Bort, BaUey & Oo. De*"an 


arm. 
After spending some time 


£* l^uIB*l!B hlm"e" known »«> te 
Line Olty, he gave np in despslr and 
c»me to this city, where be had an old 
acquaintance— E. 0. Ltojd— Identify 
him at one of the local banks. He re- 
turned to Beloit this afternoon. 


Miss AVA LsiTHB is home from 


TOOK 
A TRTP TO THE 
FORT 


.Merry J-«rty Of 
Jaanmdli) I'coi.Io 


Take u Short Uutlnir 


When the morning train on the 
^ttSttsszg'ffz 
ZS2%f£?.% 5?- 4kl"^ 
Com.^^.^^.^^^: 


Tbi object of their vi.lt was merely 


one of pleasure, their Intention belnJ 
to return this evening. 
* 
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NEWS FROM NEARBY 


NEIGHBORHOODS 


INCOMINGS AND OUTGOINGS'OF 


ROCK COUNTY PEOPLE. 


tiossip of a Personal -and Business 


Character Gleaned By Gazette Re- 
porters in the 
Garden Spot of 


Wisconsin—Religious and Social 
Notes, 


J 


THB OA2KTTE AOKNOV. 
W. W. CLABKK. ManaKjr, 
MUton. Wli.. Aug. ». 1M«- 


At the republican caucus held last 


Frlda'y tnere was a good attendance 
despite the fact that It was a busy 
time ror farmers, and It was harmonl- 
oni. Notwithstanding- the fact that 
there were twenty-seven delegates to 
be elected a ballot was taken In osch 
instance. President Whltford preild- 
ed and gave general satisfaction. The 
caucus with but one dissenting vote, 
Instrosted Ite delegates to use all hon- 
orable means to secure the. nomination 
ot Soofield and 
Harvey delegates 


to ths state convantlon, but the body 
not bblng built that way Milton, with 
Its 401 republican vote*, was denied 
representation In the state conventloi 
This action Is hardly in line with the 
reform 
politics 
advocated by La 


Follette and bis adherents. 


Miss G.,}L. Dbvidion Is spending the 


week with Othkosh friends. 


Mlt,s Lottie Swan, of Janesvllle, 


waa a guest at J. B. Waterman's 
last week. 


B Bichardson 
returned from bis 


trip to Mitchell, 8.' D. Saturday. 
He 


thinks Dakota a great country. 


Mrs. B. F. Arrlngton, of Chicago, ia 


visiting her parents, Mr. and Mrs. D. 
Williams. 


Bev. II. 0. Hlokman, of Chicago, at 


oca time pastor of the M. E. church 
here, spent Sunday in tne village. 


The Second Assembly district con- 


vention dumped the writer in the con- 
somme with neatness and dlspatchMon- 
•ay. 
. William Borne, of Milwaukee, spent 
Sunday at the .farm. 
• 


The Seventh Day Baptist Sabbath 


School held their annual plonlo at 
Lake View Tuesday. 


l)n Lao Lodge I. O. 0. F. conferred 


the initiatory degree Monday evening 
and will initiate other members next 
Monday night. 


flon. P. M. Green and wife have re- 


turned from their outing at Lake 
Okoboji, Iowa. 
, The gennlne surprise party at the 
county eonventlon was the defeat of 
County Clerk Molntyre. 


Hanover 


Hanover, Wls., August 0—J. W. 


„ Vanblse was surprised by his friends 


> • last night. A pleasant time wa» en- 
' 
joyed by all. Mr. Vanhlse will soon 
move to Happy Hollow to take charge 
of the farm recently purchased by 
Brown Bros., ot Janesvllle. 
John 


Hnll has joined the Hanover Cornet 
Band. 
The band Is very fortunate in 


securing him, as be is an 
expert 


player on the baritone. The parents 
and younger brother of the Bev. Mr. 
Mueller are visiting here. 
Th« B. N. 


A. Patriotic social was a decided suc- 
cess both financially and socially. 


ventton— J. B. Humphrey, Benjamin 
Bleaadale, G. N. Goldsmith. County 
convention— W. M. Lawton, U. «*. 
Walte, Peter Drafahl. Assembly con- 
vention—George uampbell.Litt dwan, 
W. H. Noyes. Superintendent conven- 
tion—F. H. Otis, W. H. Trlpp. M. A. 
Hayner. A new town committee con- 
sisting of S. E. Otis, W. H. Noyes and 
B. W. Fisher was named, and U. G.' 
Walte was reeleoted as member of the 
county commit!-e 
W. J. Miller Is In 


receipt of a group photograph with 
pictures thereon, covering four gane- 
rations. The picture was sent from 
Hcranton, Pa , and the quartet repre- 
sented comprises Mrs. Helen Kilmer, 
her daughter, Mrs. Harriet Mott, her 
gran'ddaugher, Mrs. Helen Matt Peck, 


COUNCIL GRINDS 


THE USUAL GRIST 


and her great-grandson, the infant son 
of the latter. Mrs. Kmaa Vlckcrs and 
sou Raymond, of Milwaukee, are the 
guests of Mr. and Mrs. J. F. Bolte.for 
a week. . Miss Vinnla 0. Walte Is 
spending a couple of weeks In camp 
with friends, at Lake Eegoasa. 
Mr. 


and Mrs. W. A. Scott and son Leslie, 
spent Sunday with Afton relatives. 
Miss ICatherlne Blunk, of- Janesvllle, 
Is spending a week with relatives in 
this vicinity. 


North Johnstown. 


North Johnstown, Aufr. !)—Tuesday. 


Aug. 2 Mae E Steele, of North Johns- 
town, waa married to Harry S. Myers, 
of Hiilidale, Mich., by pastor J. U. 
Steelr, at the residence ot the bride's 
parents. Mr. Myers Is general secre- 
tary of the Christian Endeavor and 
Young People's societies in the First 
Baptist denomination. 
The wedding 


trip contemplates taking '.n the Free 
Baptist general conle-ence and general 
conference of the. Yourg People's 
societies held at Ocean Parti, Me., the 
last of August. Dr. Bennett, son of 
George Bennett, Is visiting relatives in 
this vicinity. Mrs. Dewey, sister of 
H. B. O«born, is lying at the point of 
death a'. Harvard, Minn. 
Mrs. Mary 


Stone is visiting at Richmond. Mrs. 
Abbott's mother, Mrs. Janes, is visit- 
ing at Mr. Abbott's and mother and 
granddaughter were- at church bun- 
day. 
Emory Cary has completed a 


large addition to his bare, and Deacon 
Cary has built a building to hor»e 
what the Spanish say la the larger 
part of the Yankee nation. . Emory 
Gary was elected president of the Chris- 
tian Endeavor society In the place of 
Ma« Sleele Myers and Mrs. J. 
0. 


Steele was elected 1m her place as 
superintendent of the Sabbath school. 
Who will take htr place as teacher in 
ttu Stone School house is not known 
to the writer. 
Farmers are threshing 


oats and wheat and report a heavy 


STREET IMPROVEMENTS CON- 


SUME I/.OST OF ITS TIME 


Many Sidewalks Ordered Built Or Re 


paired—The Coal Contracts—Pay 
mcms Made For Pavements—Many 
Matters of Interest to Property 
Owners Considered. 
All the aldermen were present at the 


special meeting ot the common council 
last evening. 


The petition of Washington Barrl- 


age for leave to transfer his saloon li- 
cense was referred. 


The report of the street commission- 


er as to sidewalks built and repaired 
waa approved. 


The police committee will consider 


the petition of retldents of South 
Franklin street for the rjsotlon of an 
alleged Immoral family from 257 South 
Franklin street. 


Street Improvement!. 
< 


The report of the city engineer on 


the expease of the storm sewer from 
Pease'a court to the river; also the 
number of feet frontage on South 
Main and William 
street and the 


amount of stone used on. North Main 
street, was referred to the highway 
and bridge committee, who reported 
It back as correct and it was received 
and placed on file. 


The clerk reported that he had two 


bids for grading and macadamizing 
South Main street from Racine street 
to Oarriogton street as follows: 


J. H. Watson—45 cents per super- 


ficial yard, furnish plank curbing and 
set with cedar posts, 10 cents per 
lineal foot; set new plank curbing fur- 
nished by property owners for 5 cents 
per lineal foot. 


'James Cape & Sans— 85 cents per 


square 'yard: Lew curbing, 10 cents 
per lineal foot; resetting old curbing, 
0 cents per lineal foot. Toe latter bid 
was approved. 


The Coal Contract. 


Mayor Thorongbgood called atten- 


tion to a calm presented by William 
Henry Harrison Macloon against the 
city for balance on a coal bill of 1805. 
Macloon sold the city coal at 10.40 per 
ton. 
Before it was delivered the city 


decided to put in a furnace in the west 
side building, and Maoloon told Chief 
Spencer he would make no difference 
In the price of furnace coal. When he 
made' out his bill be charged 97 and 


STATUS OF OSHKOSH STRIKE 


Yenterclnj'H 
Development! 
Show 
no 


Change In the Situation. 


Oebkcsb, Wls,, Aug. 0—Another day, 
the advent ot which was much feared 
by the authorities on account of the 
strike, has come and gone without In- 
cident. 
It was In fact the quietest 


since the authorities have made their 
present start. There was no congre- 
gation of strikers anywhere, and even 
the sentries were absent. The police 
with a large force of specials were In 
readiness in the vlalnlty of Morgan's 
factory, but were not needed. 
The 


Foster company did not get a crew, 
and is still unable to start. 
All the 


other companies report slightly in- 
creased crews. 
'' 


Thomas I. Kldd, the labor leader, 


has left town. It is said, for good. 
Fourteen warrants are pending against 
him and as he could not give bail for 
all be took his departure, as to remain 
would mean to go to jail. 


The strikers'wives have taken np 


the battle and the c'ty hall has been 
besieged by them. They seem to think 
the mayor can raise their husband*' 
wages If he will and they, make his 
life miserable with thtlr pleadings. 


Madison, Wis., Aug. 0—Bepofts to 


Gov. Suofleld from Oahkosh indicated 
more qnlet than for several days past 
and it Is thooght that there will be no 
necessity fer troops to keep order 
Adjt.-General Boardman and,Col. Pat- 
ton have made dally reports to the 
governor of the condition there, and 
they both express the belief that no 
troops will be needed. 


i W E K E E H T H E Q U A L T Y U P 


You Hardly 
Know Where 
It Went To 


A Case in 
The Cellar 


Bev. Paul 
Werth, 
of 
Jauesville, 


preached in tbo school house last Bun- ™1B* 
day, and will hold services again three) 
weeks from that date. Born, to Mr. 
and Mra. Frank Lentz, a girl. 
Wll. 


Ham Schuman Snndayed In White- 
water. Ed. Mclialn, of Green Bay, is 
visiting relatives here. The Fln-de- 
Siecle club gives a dance tonight at 
M. W. A. hall. Mrs. H. 0. Inman Is 
Improving. 
Horn, to Mr. and Mrs. A. 


Burrler, a. girl. 
The B. N. of A. will 


serve ice'or earn and cake, Saturday 
evening, August IS, at the M. W. of A. 
hall. All are> Invited. 


yield. The prospect of swift 'coming 
peace Is hailed with joy in this peace 
loving neighborhood. 


Mncnolla. 


Magnolia, Aug. D—Mrs. 
Warren 


Howard, ot Marshaltown, 
lows, is 


here visiting relatives and friends. 
There was qulle B pleasant surprise at 
the parsons ge last Thursday after- 
noon, the friends and neighbors gath- 
ered there for frler-dly greetings and 
when they took their departure they 
left many uselul tokens of apprecia- 
tion for their pastor and his family. 
Elder aJerpc, of Arena, preached In 
the advent church last Sunday morn- 
ing and Elder James Boyer in the 
evening. 
Alice" and Edna Clifford 


are visiting relatives in Jsnesvllle. 


Jetale • Smith, of 
fivanavlile. 


87.50 for furnace coal, and denied tell- 


M. Weaver returned to her home In 
Janesvllle last 
Thursday. 
Henry 


Johannas has been engaged to shlogle 
the schoolhotse also to build a new 
woodshed, Tobacco is lookl- g well 
In this vicinity. If no frost comes to 
injure it there will be a better crop 
than for many years before. Mrs. 
Acbesun and Mrs. Charles Weaver 
have recovered from their Illness. 


Afton 


Afton, Aug. 0— The Modern Wood 


men of Afton Camp decided at their 
last meeting to bold the annual pic- 
nic Friday, August 10. Anthnr E. 
Beator, of Chicago, occupied the pul 
fit at the Baptist church last Sunday- 
and will preach next Sunday morning 
and evening. The republican caucus 
held at Lawton's hall In this village 
last Saturday was very largely at- 
tended, the 'La Follette men being 
ont la force. 
Delegates favorable to 


the Madison man were selected and 
were Instructed to use all honorable 
means to secure 
bis, • nomination. 


Divld Throne was accorded the privi- 
lege of naming the delegates to the 
superintendent 
oonvention for 
the 


second district while the same cour- 
tesy was extended to F. P. Starr In 
the selection of delegates to the 
county convention. J. B. Humphrey 
acted as chairman 
of the meet ng 


and U. Q. Walte as secretary. The 
following Is a roster of the delegations: 
State convention—W. J. Miller, S. E. 
Otis. John Fisher. Congressional eon- 


Lima Center 


Lima Center, Aug. 0—Miss Ruby 


Is enjajlnif a visit from her cousin, 
Gertie Kenycn, of Whitewater. 
Mrs 


Chapman left last evening for a two 
weeks vl.lt with friends at Port Wash- 
ington. 
Edna Panlter will run the 


postoffise In her absence. Uncle Jim 
Mull wen»- to Iowa last Tuesday to re 
main with als son for ia time. 
Mr 


and Mrs. Base and Mrs. Chandler and 
children, of Chicago, were callers 
Mrs. Frank Gould's last Tuesday 
Boy Page, of Missouri, is calling on 
friends in this, place. 
Mrs. Blisb, o 


Whitewater, visited at Fred Gould's 
last Friday.' 
Mr. and Mrs. Fran! 


Hunt are rejoicing over the safe arr! 
val of a daughter at their hcme— 
their first born. 
Mr. and Mrs. Ford 


of • Whitewater, were callers at Fran 
Gould's, Monday. 


Lake Geneva 


* PURE OMAPC CHCAM OF TARTAR POWO^ 


CREAM 


BAKING 
POWDER 


Awarded 


Highest Honors, World's Fair 
Cold Medal, Midwinter Fair 


A strictly first class excursion t 


this beautiful 
resort, Wednesday 


August 17. Bound trip only tl. Leav 
Janesvllle on regular train 7:40 a. m 
Arrive at Lake Genera (at 10:15, a 
m., Williams Bay 10:80 a. m. Betnrn 
lug leave Williams Bay 5:40 p. m., 
Lake Geneva 5:50 p.. m. Arrive at 
Janeivllle8:lO p. m. on regular train. 
For tickets and Information [apply to 
agents 3. & N. W. E'y. 


Truth wears well. People 
hate 


learned that Oe Witt's Little Early 
Risers are reliable little pills for. regu- 
lating the bowels, curing constipation 
and tick headache. They don't gripe. 
People's Drug Co., corner Bast Mil- 
waukee street. 


ing Chief Spencer he would let the city 
have it at contract price. 


i'njrmeuti On Contract! ' 


An order was offered by Alderman 


McLean accepting the storm sewer 
from Fea«e court to Bock river and 
for payment 'of 
1100 05 to P. W. 


By an, being the balance due him on 
the contract; alao an order accepting 
the work of macadamizing North 
Main street between Prospect and 
Fourth avenues and for the payment 
of $573 OS to J. H. Watson in-full pay- 
ment of said work, B407.53 from the 
Hocend ward fund; (106.58 from the 
general fund and |50.04 special, tax; 
also accepting the grading of South 
William street and the payment' of 
1100.05 to I'. W. By an lnLfa.l for said 


ork; also directing the clerk . to 
lake out a special tax roll for jrrad- 
ng North Main street and also South 
William street. Adopted. 


Further time was asked and granted 


o report' un the union label. 


Library Director*. 


The mayor announced the appoint- 


ment of Mrs. A. P. Love joy, Charles 


Bnssell and Charles L. Flfleld to 


ucceed themselves as members of the 
ioard of directors 
of the public 


Ibrary for the 
term ending, Jnne 


Oth. 1801. The appointments were 
lonflrmed. 


The mayor was authorized to bor- 


ow 81.000 for the school fund. 
The 


ire and water committee was author- 
zed to examine and cause to be re- 
paired the furnace at the* city bnild- 
ng; also that Lincoln street be re- 
paired from Holmes to High street and 


street from Lincoln to Center 


street, with crushed stone; open the 
gutter on the east side of Park avenue 
between North street and Washington 
avenue and build a block crosswalk on 
Linn street, south side of Galena 
street. 


New Sidewalks 


Orders for new sidewalks on Gold, 


Terrace, 
Chatham, and Milwaukee 


atreets and Center avenue, for a new 
sidewalk In front ol block 42, for new 
sidewalks on Dodge street, Sharcu 
street, and for various crosswalks and 
alley improvements were adopted. 


Toe owners of the eld street car 


barn In the Oarrlngton addition were 
ordered to pnt the structure in a safe 
condition, and the council adjourned. 


CHICKEN THIEVES ARE BOLD 


Some From 1M» City Denpoll tho lloonti 
' 
• 
of Farmer* Ke»lilIi>B Nenrbjr 


Complaint has been-made to the po- 


lice that thieves who make it a busi- 
ness to steal turkeys and chickens, re- 
side in this city. 
During the past f aw 


weeks farmers residing near town 
have missed chickens and tnrkejs by 
the score, and from all accounts the 
guilty parties bring their game to this 
city and dispose of It at good prices 
In nearly every instance the birds are 
killed and dressed so as to make Iden- 
tification difficult. 
The pnltoe now 


have their eye on a certain First ward 
family who don't reside many miles 
from Chatham street. 


DOG AND BADGER HAVE A FIGHT 


Michael Dawcon. ot Tim City, KelereeO 


the Conteit At Weit linden. 


Michael Dawson, the well known 


live stock buyer, who Is now at West 
Baden, Ind., for bis health, Is a prime 
favorite with the boys In that locality. 
Last Friday night's program Included 
a real hard fought battle between a 
dog and a badger, 


The owners and backers cf both the- 


dog and badger unanimously decided 
on Mr. Dawson as referee, and in this 
capacity be served to the. satisfaction 
ot all. 


A't the close of ^he event he received 


the congratulations of those present. 


Makes hot weathe 
bearable. 


Buob's 
Cream 
Ate.- . 


Isnotonlyicfrrthing 
but health giving, 
and iff easy to buy. 


CASE) 


2 Doz. Pints 


DELIVERED 


$1.25. 


SOUTH SIDE BREWERY. 


Tekphone J4J. 
J* 
Janesville 


You have so little to show 
f r it- 
But this is only 


because you have Dot 


' 
been trading at the right 
place. Come in and get 
oar prices en things you 
need. You will find that 
the prices we quote you 
on Summer Goods are 


, the' lowest in town. * 
For 


instance: 


Summer 
Clearing Sale 


People1 are taking much 
interest in the desirable 
Summer Goods that we 
are offering at" prices so 


• 
low that it is hard to 
keep from baying. 


4C, 7C, loc. 


The reason is plain' why 
we have sold thousands of 
yards of Summer Wash 
Goods in the past twenty 
days. All of our pretty 
Dress Stuffs that were 6c 
to 20c included in three 
Jots at the above figures. 


A Brand New 
Piano 


I have just received n new ... 


Braumuller Piano... 
One of the leading makes of 
the country. Tone, action and 
finish ahead of all others. If 
you are interested in Pianos at 
all don't tail to see this beauti- 
ful instrument. 
. . 


H.-R NOTT. 


JsneJTtlle. 
Ill Terrace Street. 


STOP that cough. Take warning. It 


may lead to consumption. A 25otbot 
tie of Shlloh's cure may save yom lite 
For sale by People's Drug Co. 


\VUcouitn Ventlonn 
timnted 


Washington, Aug. 
9—Wisconsin 


pensions 
granted: Origins!—Myron 


Van Antwerp, 0*hkosb, «8. 
Addit- 


ional—Barnard Davis, Burlington, 10 
to 
tlO. Increase—Benjamin 
M. 


Churchill. National Home, Milwaukee, 
to to »10. Original, widows, etc; — 
Mercy Pease, Wilcox, IS. 


You Invite disappointment when you 


experiment. 
De Witt's Little Early 


Blsers are pleasant, easy, thorough 
llttie pills. They cure constipation 
and sick headache. People's Drug Co., 
corner Main and Milwaukee streets. 


JANESVILLE NEWS 
IN'.BRIEF 


We are 
beautiful 
medium and 
Most of the 


showing many 
effects in light 


dark colors, 
patterns are 


near, desirable creations 
that always look well. 


larg- 


sells hardware , 


LOWELL 'Is selling, hardware. 
LOWELL Is selling furnaces. 
PILLIB'DBT Best X XXX flour 11.25. 


H. 8. Johnson'. 
• 
• 


* F. A.. TATLOB & Co. show the 
est line of buggies. 
' FINEST line of builders hardware In 
the city at McNamara'a. 


INSUBANCE gaso.lne and Blue. Flame 


oil stoves' are Jtlll In the lead. 
Me- 


Namara sells them, 


"WHEN does a boy grow?" Is a short, 


pithy paper fn.ll of sense which will do 
every parent and every boy good to 
read. Send a card for a copy to Prln 
clpal A. W. Burr, Bolait, Wls. 


SHE 
MET HER 
SAILOR BOY 


Mm. 


Leaguu of American 
Wheelmen 


-National Moat, Indianapolis, Aug- 
ust 0-13. 
August 7 and 8 the North 


Western 
Lino will 
sell excursion 


tickets at greatly reduced rates for 
the round trip, good leaving Chicago 
August 0 ana returning until August 
1C. For full particulars apply 
to 


agents Chicago A Northwestern R'y. 


LOWELL is doing all kinds cf work. 


Terribly_Afflicted 


Little Girl Could Hardly Breath* 


Owing to Catarrh 
- 


Hood's Sarsaparllla Cured 
Her 


and Her Worn Out Mother. 


"My little girl was terribly afflicted 


with catarrh and she could hardly breathe' 
at night. She took many different medi- 
cines without benefit and we became 
almost discouraged. One day I read an 
advertisement of Hood's Banapsrilla and 
concluded to try it. She began taking it 
and was soon relieved. I believe she ia 
now permanently cured, as she baa not 
been troubled with catarrh for sometime. 
I was run down in health myself and suf- 
fered constantly, with backache, and felt 
all worn out. I thought Hood's Saraapa- 
rllla might help mo and I began taking it 
and It has cured tne. I have not had any 
return of the lameness In my back or 
tired feeling." 
MBS. ' ~ 
Medford, Wisconsin. 


Fqr 100 Muslin Wrap- 
pers, fast black, with 
neat colored figures, made 
with ruffled yoke, 
full 


skirts, 
actually 
worth 


$1.50. 


P. K. Suits. 


»Never a better chance 


than now to buy a line 
suit, tailor made, best 
pique, box coat or blazer 
style. Only have a few 
left and prices are tempt- 
ing. ' Skirts, just the 
thing ior the next two 
months. 
Little figures 


take them. Five minutes 
looking will give you a 
good idea of our stock. 


Summer 
Clearing Sale. 


Stanley Shirt Waists — 
the very best Waist sold. 
Are all reduced. They 
are nice for house wear 
all winter. 


Look at the Prices: : 


50c Waists for 
89c 


The Finest Steak and Roast in 
... Janesville ... 


for the money is the pleased expression of 
all those who purchase their market supplies, 
at Kammcr's. At no place in town u the 
standard of meaU kept at such a. high mark. 
The chops, steaks, fine hams Juicy roast and 
frtth poultry purchased here nukes eating a. 
ftast. You can't spoil It In the cooking. .* 


WM. KAMMER 


Phone 2 J9. 
Cor. Center & .Western Ave. 


$20.00 


. 
. 
Buys or sells tenih«K» 
of stock. 


$50-00 ..- 
- 


Buys or Mils 5000 binh- 


i 
• 
eU of Wheat, Corn or 
Oat*. 


$125.00 


Buys or'telli 250 bane 
of Pork.] 
$150 oo - 
— 


.Buys or tells 50,000 Ifas. 
. ofRtt*. 


$100-00 


Buys or 'sells 
Cotton* 


100 bale* 


WM.C.CKOLIUS, 


; Broker in Stocks. Grain, Provident 


and Cotton. 


Lappln lilook 


Correspondent* of Uiimon Bros, tt Co., 
Chlcano. 


Welch linn n LmiKCil.For Talk with 


Her. Boy. 


Mrs. Edward F. Welch,who formerly 


resided In this city on Madison street, 
and who now makes Chicago her home, 
was recently notified by the Washing- 
ton officials that If she wished to see 
her son, who is In the United States 
navy, she fcould do so by goiog to a 
certain Virginia coast port where his 
ship was due to arrive. 


Mrs. Welch went there only to find 


that the boat had left but twenty min- 
utes before her arrival. To another 
port she went, and was more fortu- 
nate. As the sailors left the boat and 
walked down the plunk she failed at 
first to recognize her son,'for many 
were the changes since she last saw 
her boy. Their meeting lasted an I 
hour, and was In the nature of a love is the best—In tact the One True Blood Furiner. ] 


Bold by all druggists. Price >1; six tor 18. 


B. ALLMAN, 


• Bemembei 


Hood's Sarsaparilla 


75c Waists for... 
§1 00 Waists for. 
$1.25 Waists tor. 
$1.50 Waists for. 
$2.00 Waists for. 
$2.25 Waists for. 
$2.50 Waists for 


OLD SOL KNOCKED OUT 


....48c 
.. .'78c 
...89c 
.$1.08 
.$1.49 
.$1.68 
.$1.68 


McCall 
Fashion Sheets 
For September noW in. New 
September patterns have been 
received. 
Me Call Bazar 


Dressmaker is a good book 


hardware. 
Hood's 


to have. 


shoSToe 


Contains over 600 


Tliebiolllnznfiern-oTi »nn!»not such a nui- 
sance II youlin- u Um v u <!«» H Miaded with our 


. AWNINGS. 


We make \v '.Ins', comiileip. nt Sl.OO per foot 
for house wlo<''iw<. Wn niakn ballsInr Imau.. 
We makeanil itrultonU. Campera should bear 
tills In nilud. 
Vftlir Old 
F-lir<« made Into a collar 
I UUP VMU rur& Me. 
H»ve» vou 
money and gives vou auarmcut of worth. We 
make over 1'urs. Prepare now Ior lull ana 
winter. 


L.8.IIILLABKANDT. 


B Court Street. 
! 


Loans Made 


moderate 


interest,, 


approved) 
REAL ESTATE security. 


L S. HANKS, 
1 


_ _ 
Madison Wisconsin' 
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nKILLED IN A TRAIN WRECK, 


Tiro Engineer* and 
n Fireman loie 


Their Llvei. 


Canton, Mass., Aug. 9.—Three men 


•wero killed and a 
number of malt 


clerks wero severely 'Injured Jlondny 
the New York, New Haven and Hart- 
ford railroad at Canton Junction by an 
express mall special from New York 
to Boston jumping the tracks. The 
dead are: 


JAMES SCHUFELDT, engineer. 
O. K. KNOWLTON, fireman. 
G. STHERFELT, engineer, riding In 


the cab. 


The Injured are:- 
Joseph Klllea. 
Peter Carroll. 
L. H. Butterfleld'. 
F. D. Lincoln. 
C. A. Buckland. 
~W. A. Seymour. 
T. E. Benny. 
Thero were fourteen mnll clerks on 


tho train, and Schufeldt, who was rid- 
ing In tho cab,'was the cuglneer of a 
gravel train and was on his way ;o 


' 


REFUGEES FROM SANTIAGO, 


Tbeso starving rcfnKcc8 fromSaiitiago wcro sketched by a New York Herald artist 


tho settlement of white families on tho 
Islands would solve tho labor problem 
there. The Japanese contract laborers 
might be sent back home at tho expira- 
tion of their terms of service, but exit- 
ing contracts must bo respected. 


Dnlto.l Garment Worker.' Convention. 
Cincinnati, Aug. 9.—About sixty del- 


egates to the convention of tho United 
Garment Workers., about one-third of 
whom are women, met today, and after 
appointing a committee on credentials 
adjourned till afternoon. The conven- 
tion will be In session several days. 
Among tho questions to bo discussed 
nro the wage scale and shorter hours. 


Wreck Humor Denied. 


London, Aug. 9.—A special from 


Lloyd's agent at St. John's, N. P., saya 
ho regards the reported wreck of a 
transatlantic lino* steamship 
In tho 


Strait of Belle Isle as being without 
foundation In fact. 


'Death of Oenaral I'olreml. 


Ashcvlllo, N. C., Aug. 0.— Brigadier 


General John S. Poland died hero to-- 
day of fever contracted at Chlckamau- 


The remains will bo taken to his 


San 


Fi-Miiyor Sutro Dead 


Francisco, Aug. 8.—Ex-Mayor 


Butro- died at 2:30 o'clock 
Monday. 


Da Witt's Witch Hazel Salee has the 


largest sale of acy salve In the world. 
Look out for the man who attempts to 
deceive yon when you call for De 
Witt's Witch Hazel Salve, the great 
pile cure. People's 
Drug Do.,I E. 


Mllwankea St. 


l»o»rl or Tr»t1n.. 


Chicago, Aug. 8.— The following ta- 


ehows the range of quotations on tho 
Board of Trade to-day: 


.68% 
.07 
.68% 


Articles.. High, 


Wheat— 


Atlfr. ..$ 
Sapt , 
Dec. 
, 


May 
, 


Corn— 


Aug. 
, 


Sept , 
Dec. 
, 


May , 


Oats— 


Aug. 
, 


' Sept . 


May 
, 


Pork- 


Sept , 
Doc. 
, 


Lard— 


Sept , 
Oct.. 
, 


.33% 
.30% 


.21% 
.24% 


9.02% 
8.73 


•work 'at 
Mansfield. 
Scheldon 
and 


Knowlton lived at Providence. Schu- ,.„. auo 1(.,uluna wlll uo 
feldts homo wan at Mansfield, Mass. llomo ln Now York gtn,0 
Tho accident was caused by a mis- 
placed switch. Tho special was run- 
ning at'high speed on a down grade. 
At the bottom of tho slope tho switch 
at a siding failed to work and In an 
Instant tho cars wero oft the track. 
Tho engine and forward car were turn- 
ed over on their sides, and the other 
three cars wore 
thrown from their 


•trucks. The locomotive waa complete- 
ly demolished and the 
forward car 


•was telescoped. 


"MAY 
MUSTER OU~TROOPS. 


-Anthbrltlei Slacken Their efforts 
to 


Bend Holdlers to th* Philippines 


San Francisco, Cal., Aug. 9.—Tho big 


•transports Scandla and Arizona may 
-sail for the Philippines by tho end of tho 
-week, but not before. Thero Is a grow- 
ing belief that they may not carry so 
•many men as was at first Intended and 
that tho beginning of peace negotia- 
tions will mean tho mustering out of 
Jnost of tho troops remaining at Camp 
Merrltt and tho Presidio. 


Gen. Merrltt has now with him or on 


the way to Manila, 15,000 men. Near- 
ly 5,000 tons of commissary stores will 
go on tho Scandla and Arizona. Tho 
only movements of, troops during tho 
early part of the week will be the be- 
ginning of tho march to the Yosemlto 
by the Utah cavalry, anil-perhaps, tho 
sailing of 150 members of the First 
New York regiment on the Marlposa. 
No arrangements have been perfected 
yet for the rest of the regulars, and 
they are likely to remain hero for sev- 
•eral weeke, unless some vessel not now 
In sight takes them. 


Maj.-Gen. Merrlam himself Is anxious 


to go to Honolulu to look over tho newi 
territory added to his department, but 
he says positively that he will not leavo 
here until the way Is clear to send all 
the troops ordered to sail for Manila. 


Cuban Debt In tba Way. 


Washington, Aug. 9.—The adminis- 


tration Is rather expecting that Spain 
•will ask that the Cuban debt be one of 
the questions 
referred to the peace 


•commission. 
Whether 
that request 


will be made a condition precedent to 
the acceptance of tho American terms 
la not known. 
The prevailing opinion 


Is In the negative. 
In any event It Is 


•quite certain tho president will refuse 
to yield on that point and will Insist 
upon both Cuba Cuba and Porto Rico 
-entering-Into their new state of free- 
dom unembarrassed by any old Indebt- 
edness. Tho entire Indebtedness which 
Spain would like to shovo off on Cuba 
Is $5D5,000,000, of which amount ?155,- 
000,000 Is tho old war debt of 1878, and 
tho remainder hns been Incurred by 
Spain in an ineffectual attempt to sup- 
. press the rebellion which began 
In 


February three years ago, and which 
sho hns In a way pledged the Island 
for. 
There is not the slightest pros- 


'pect of Cuba ever being called on to 
pay a single cent of this last $100,000,- 
-000. There is just a shadow of equity, 
however, In tho Spanish claim that the 
: ?150,000,000 should be assumed by tho 
new government. 
This old debt of 


3878 was 
originally 
5200,000,000 or 


.thereabouts, and was forced upon Cuba 
. as a condition of peace at the end of 
tho ten years' war. 


—Closing— 


Low. Aug. 8. Aug. 6. 


$ .69%.? -.69% 
? .71 


.80% 
,GG% 
.08%' 


.65% 
.C514 
.00% 


.67% .67% .68% 


.33% 
.33 


.32% 
.33% 
.33% 


.33% 
.33% .33% 


.35% 
.30 .35% 


'. 
.21 .21% 


.20% 
.21 .21% 


.23% 
.23% 
.24 


8.87% 9.00 
8.90 
9.02% 


G.37% 
5.40 


Short nibs- 


Sept .. 5.22% 
Oct.. .. 5.30 


6.22% 
5.25 5.32% 


5.25 
5.27% 5,37% 


G.12% 5.12% 5.22% 
5.15 
5.17% 
5.25 


Hawaii Commlulon at Frl»oo. 


San F.-nnclsco, Cal., Aug. 9.—The Ha- 


waiian commissioners, Senators Cullom 
-and Morgan and Representative Hltt, 
have arrived In this city and will tako 


~ Honolulu on the Marlposa, 
; Inesday. Senator Morgan, 
/lev;, said,that he tboucht 


Onrola Ordered to Join. Gomez. 


Now York, Aug. 9.—A special cablo 
o tho World from Santiago says: 
Gen. Garcia and his 1,200 Insurgents 


have stopped drawing rations and Gar- 
cia has left the province In high dud- 
geon, because tho United States author- 
ities refused to permit him to take up 
the reins of government. 
The last 


heard of him ho was west of Holguln, 
proceeding toward 
Nuevltas, in the 


province of Puerto Principe. 
His pur- 


pose Is probably to form a Junction 
with Gen. Gomez, who is supposed to 
be In Santa Clara province. A courier 
from Gomez Is supposed to have reach- 
ed Garcia last Tuesday, near Holguln, 
commanding him to Join forces with 
tho Insurgent commander-ih-chlet to 
operate against the Spanish forces In 
Santa Clara and Havana provinces ln- 
dcpcndent of tho United Statta tro'ops. 


For National Wheat Stores. 


London, Aug. 9.—Tho parliamentary 


committee appointed to Inquire Into tho 
question of national wheat stores re- 
ports that It Is profoundly Impressed 
with tho Immense importance of such 
concerns as an aid for national defense 
and recommends the appointment of a 
royal commission to deal with, tho mat- 
ter. 


MnkCR Stuck* Go Dp. 


London, Aug. 9.—Although there are 


fears of possible compllcat'ons, the ac- 
ceptance of the peace terms by Spain 
strengthened prices all around on tho 
stock exchange today, especially in the 
case of American and Spanlhs securi- 
ties, though the business done was not 
extensive. In view of tho settlement. 


Tamer's Appeal for All. 


Springfield. 
111., Aug. 9.—Colonel 


Henry L. Turner wired Governor Tan- 
ner from Santiago, Cuba, as follows: 
"I requested help for removal of the 
entire army from Cuba, not for spe- 
cial relief of First regiment. We aak 
nothing better than our comrades re- 
ceive." 


GREAT WHEAT YIELD. 


t*rge*t Harreit 
In 
Nation'* nil tor) 


Froinlaed by KoporU. ' 


Chicago, Aug. 9.— According to re- 


ports received by 'railway companies 
and business men, the largest 
wheat 


crop in tho history of tho United States 
will bo harvested within a fortnight. 
The winter wheat yield, which aggro- 
gates from 375,000,000 
to 400,000,000 


bushels, will bo Increased to the «xfent 
of nearly 350,000,000 bushels from the 
spring wheat region, i Tho "bumper 
crop" of 1891 will be eclipsed this year 
by 100,000,000 bushels from present In- 
dications. Reports received from mem- 
bers of tho National Association of 
Merchants and Travelers, who are as- 
sembling hero today to attend tho fall 
meeting, afford positive proof, It Is de- 
clared, that a new era of prosperity Is 
at hand throughout tho great west. 
Railroad officials who have.juat come 
In from extended trips through 
tho 


spring wheat and corn growing state 
make equally optimistic reports. State 
crop reports received today from Kan- 
sas and Michigan say: 
"A bumpor 


crop Is hero." And the Pearson-Ta£t 
Land Credit Company, which holds $D,- 
000,000 worth of farm mortgages in tho 
west, has but $17,000 worth' of property 
under foreclosure. . 
< 


HURT NEAR CLEVELAND. 


Acclilcuts on Electric 
Line* 
Injure 


Mnny I'mnenger*. 
• ' 


Cleveland, O., Aug. 9.— A collision oa 


tho Loraln & Cleveland Electric rail- 
road occurred Sunday, two miles eaot 
of the power house at Avon Point, fif- 
teen miles west of here. People were 
thrown forward in both cars, which 
wero stovo In badly, and about fourteen 
of the passengers wore more or leas 
Injured, though none of them fatally. 
The crash came during a blinding rain- 
storm. 
. 
\ 


A head-on collision also occurred last 


evening at Wllloughby, twenty miles 
cast, between a special car on the 
Palnesvillo & Eastern Suburban lino 
and a regular motor. Misunderstand- 
ing of orders caused the accident. Elev- 
en persons were injured, many serious- 
ly, but nono fatally. 


_ 
NO HUMBUG HERE. 


Janesville Endorsement Is Vhat Counts 


With the Janesville Public. 


You can't fool the public all the 
time. 


They will llnd you out at last. 
Every time a man la fooled another 
skeptic is made. 


Many the remedy that makes the 
skentic. 


It fnila to keep Its promises. 
Doan's Kidney ?llls bring renewed 
reward, 
They cure the skeptic. 
Plenty of proof of this at home. 
Jauesville prooa for Janesville peo- 


Our citizens say they cure backache 
Cure urinary disorders. 
Cure sick kidueye. 
Experience has taught them this 


1880. 


Conviction for every suffeier, 
In «Je testimony of friends and 
neighbors. 
Read this case; 


Mr .A. F. Lee, of 51 Sharon St., car- 
penter, says: 
' 


t*yvWs\<NUi\V 
<F*T*1 
r* 
J; 1 he root 
t Beautiful.., 


And at the Same Time 
Cool and Comfortable 


At this season of the year can only be had 
by wearing a pair of our nice, stylish col- 
ored Shoes. 
• 


The Coming 
Of our Fall Shoes makes 
it necessary for us to clean 
up what now remains of 
our spring and summer. 
„ styles, and in doing this 
t 


we have no consideration 
for price, as every TAN 
and COLORED Shoe in 
the house must go. 
We Have 
Your Size . . . 


In the h roll "vesting top, and turned; regu 
lar price, $4.00; we will close out <TQ ft A 
75 pair at...... 
4>£ J7U 


Another pretty colored Shoe is our vesting. 
top, new round toe, regular $4.00 
O Q A 


grade; 48 pair to close out at...... *• V " 
We also have 36 pair of an all kid colored 
Shoe, hand turned, three styles of toes; regu- 
lar $3.50 and $4,00 Shoes; 
9 C A 


will close them out at 
*- i3 V 


To close them out we will fit your feet: and 
well—J36 pair of chocolate and tan 
I QA 


colored, regular $3 and $2.50 grades • .& " - 


Our Shoes have none of the ear marks of past 


seasons.They are of. the best makes and newest 
Jasts. WE GUARANTEE EVERY PAIR WE 
OCLL. 
•£* 
^* 
Jt 
jt 
jt 
Jt 
• 
«» 
' at 
..E ' .£ 


& 
*, 
t- 
t 


*/ 
vf/ 


The Newest. 
' ji . 
"j» 
On the Bridge 


& & jfi We shine all our Shoes free, j* j» > 


ecials 


r,ey 
I'/^Sly recommend Doan's Kid- 
n°. r.J t d"f? comPl"nt. I think mine 
on 
n 
t,rS,t,ect,ln 
f 
t"1 
H.arniy where I serreU In 
rvT TI onrt i». i . . . . » ynerei served In 
h°:u< pnd.Wis. Inf. For Die last twenty years 
It troubled me a great deal, many days t could 
hardly keep at my work, and by rights should 
have staid at home and doctored. It was seldom 
that my burk did not ache, and I .have been 
completely laid up lor three or four days at a 
SSSifrttJrf'S!1"WK or '."""K «harptwlSje? 
penetrated the kldness, tho secretions from 
liOTi. organs were tew Iremieut. anil accompan- 
n*S,£WJ; Ill8ei1 ,al1 ,k,«"l»ol remedies but 
iRlJEKav»iRer"I.m!e"t.re"er' Obtaining Doan's 
Kidney lills at the .InnesvllIelJrunCo., I took 
±i!!;B1l}1.lBlitep "'""nt three or four doses a 
noticeable chance was brought about. I \m- 
•roved steadily from then on and on coniplet ng 
he treatment I was In good condltlun anil am 
now well. 1 do not fuel anything of Hie trouble 
now and cnn»c-i|uently take rleafturn In recoil - 
"•ending tbu remedy which dl.l so much for me." 


Bonn's Kidney Pills for salo by nil 
dealers, {'rice, CO cents. Mailed by 
Fostor-Milbuni Co,, Buffalo, X. yf, 
sole agents for the U. S. Remember 
tlio name, Doan's, and take no other. 


It tile llnbjr in Cutting Teeth 


Ho sine and usetlia old anil well tried remedy 
f I?i,^n lnsi?w "n800.1!""", *f™f- 
for children 
' ,It,sootllt!9 «'» cl'"u. soltens lli« cams, 
'"i?' C1irt>9 w!?u collc- and '" «'» •'ew 
for diarrhoea. Twenty-live cents a bot- 


FOR RENT. 


F(iS.U,iSNT~;IIou"> al JM "' 
Cornel 
t 
B°° 
rel'nlr- 
Cornelia street. 


FOP SALE. 


fOH SALK-'Ono Kusseli trn-liorse portable 
engine In Rood repair. J. F. HpoouA Co. 


For the, Second \Veek 
of the Alteration Sale. 


A Shirt Waist Sensation. 


To make a quick clearance of the Shirt 
Waist stock we will divide the line into 
two lots, at 49 cents and 69 cents. This 
will include the white waists and solid black 
waists, as well as all the new novelties in 
percales and ginghams. Some are waists 
that were up to $1.50, but as we must 
make room we put everything on sale. To 
' make it even more interesting we will give 
free with every waist sold a set of three 
"Gold Rope" waist pins. 49 and 69 cents 
for pick of any waist in the house and a set 
of pins without charge. 


flore Wrappers ~ 


The balance of the shipmedt of Wrappers 
will be placed on sale this week. Dainty 
wrappers of Lawn, Organdie, Percale—neat 
trimmings, wide skirts, positive values up 
to $1.50 are on sale at a choice for 89 cents. 
Sizes, 32 to 44. 


Ladies' Swiss Ribbed 
Vests. . . 


Extra quality of lisle finish, pure white, 
. neck and sleeves with silk crochet edge and 
tied with silk wash tape, good full sizes 
usual 40 cent garments, at 19 cents. 
' 


"The Oregon" Sailor .. 


The nobby style of today. Rough braid, 
small crown, small brim, black silk ribbon 
band. Usually a dollar, but herelat 69 cents. 
Marked reductions on all lines of millinery. Con- 
tinuation.of the sale of wide Sash Ribbons at 25 cents. 


All advertised lines still on sale 


THE RAILROAD TIME-TABLES 


Chicago A (Northwestern 


CDKO Via Clinton* 
Cbiro Via Ollnton & Knaron" 
C&go Via Clinton & Kharon!. 
ObRo via Cllntoii ftHharoa*. 


, 
.., — ..«„_„ 
Freeport, Omaha, Denver 
nd la. points 
, 
all Nebraska and 


BvansyUle, Brooklyn. Oregon 
Madison. Hlroy. LaCroSse, 
Wlnona and points In Minn 


* ••••••••••••,...._... 
Ule. Madlion, Klroy. 
Lacrosse. Wlnona i Btraai 


BVtWBVlllu. mouiBOIJ Of AirOVB 
CbgoVia lielolt & Harvard;! 
Belolt, Kockfnrd, & Kreeport! 
Milwaukee, Wnukeslm. '"if. 
feraoii and Ft. Atkinson.... 
Wat«rtown. Fond du Lae. 
Osutosh and points north.... 
Belolt, Kockford. DeKalb 
Chicago, Klglti. Jiclvldere and 


•Dally "lBttnd»T'diiy""" 


L'i ve 
Fit 


6*4() am 
7:« am 
12:40 pm 
T.-aopm 
0:48 am 
2;lOpm 


8:28 am 
7/30 pm 
12:iSpm 
4:00pm 
S.-lBpm 


6;30am 
11:09 am 
s.-ospm 
0:30 pm 
11.-IB am 
7:so am 
2:16 pm 
B:lOu>m 
9 JiO am 
.7:00 am 


8:30 pm 
l.-io pm 
12:40 pm 
12:40 am 
fl.-soam 
11:40 an 


7 o i t a 


E2:BOp» 
8.30 an 
e.-» pm 
7.-»pnt 
ins pm 
9:4Sam 
8:10 pm 
lOrfOpm 
lo.-io pm 
B.-IO pm 


0:15 pa 


Chicago, MU. 6 ;t> 


ltoc"onl 


Boykfordand Belolt.'".'"! 
Milwaukee. Whlte»rater, 
YVaukeiua and chl- 
cagot 


BL 


g e n . 
McGregor 
ChlLa 


and Mlnneapols, through 
sleeperaod recllnlng 
can Tla McQreg 
except Batarday 
»d^tV(dXk- 


i. Rockfoni, 
• H 
vmi.a. __T 
Belolt. 


a«d -Minera. 


Monroe and 'tUneraVpL ! 


JHujdayomj- 


Fur. 


'1:10 pm 
7:00 a m 
••*••••••• 
10:45 am 
4:35 pm 
Vito am 
4:40 pm 
7:00pm 


4 38 p m 


1)9:35 Dm 
93B am 
li 00 am 


1139 am 


0:30 p m 


0:30 a m 
8:io p m 
BilOp m 
sloo'a'm 
•10:00 urn 


Aime 
Prom. 


8:lBa m1 
sisoam 


6:2S pm 
7:40 pm 
BUT am 
1100 »a 
B:35 PB 


4:10 pi 


6:00 pm 
9:16 am 


}9:1B t B 
4tiopn 
eaop B 
D:isam 
4:io p B 
•as am 
4:40 pm 
«:aopa 


6:10 p a 


MAILS ARRIVE AND DEPART. 


CWcap, Bast, Wert, Bouln. 


ortlj i n a ' ' " " 


SUHDAT KAILa. 
. 
Chicago. Bast, Ooutn and 
Doutowest 
• 
North. Northwert. B»":::: 


MOKDAT OKI.T. 
"" Bait. West and 


BTAOK MAILS. 
«*n«t«wn ana Richmond.. 
B^wald Or ore and Fair- 
flolu*, 


ArrtTe. 


6,-ooam 


9-Meuniiaa 


6 .-oo pro 
- 


cao'am 
7:»pm 


Clow. 


e.-ooa 
10:00 a 


7.-oopm 


2(3 pa' 


PROFESSIONAL CARDS. 


OSTEOPATHY,. 


Thr(8clence of Drnglew Healing. 
LOUISE'P. CROW, D. 0. 


Qrubb.BIock. 
Janesville, Wis. 


li. H. FOX, M. D. 


BPBOIAL ATTBNTIOW TO 


Surgery, 


Over Sbertr't Drug Store. 


J. P. THORNE, M. D. 
Eye, Ear, Nose, Throat & Chest, 


OLA8HKH ACCUBiTBLY FrTTBD. 


Offloe Hour»-Btol2 a. m.; l:so to 
•jg&'ft 


DR. C. C. DEVEREAUX, 


Dentist; 


Office orerold Bee Hire atoie, oppoilte Mm 
atlonil Bank, formerly occupied by Dr. Vard 
~ 83 We»t Milwaukee street, JANHaV" T.» 


DR. QEO. H. McCAUSEY, 


Surgeon Dentist, 


Carlo Block, over Zelglei's Clothing §tore, 
under Mauuio Hall. Ma'o and UUwaukeo 
streets, accessible troA tiro itrecta. 


E. D. McdOWAN. 


Attorney at Law 


Rooms 17-18 Sutherland's Block 


/ 
OatheBrtdtfe JanMHUe, 


Warned By Smell of Smoke 


The many ores of late have made people think 


about their Insurance—the companies In wblcfc 
It Is written, and the amount covered 
The 


ood business man does not forget that bli 
property may go next, lie does not expose hlra 
self to a crippling loss. 
Loans placed on Real Estate. 


HAYNER & BEERS. 


Boom to. Jackman Uloclr. 
JAM1HV1LLB 


DU_Md Brae*. 
e . 


NNYROYAL PILLS 
-<lr^ 


.k . - . - - - < J>wtie«lu». intlmnrtill MM 
^''J^io'feii^rsS.'JSS! 
wr^^^^PjaiffiMgni 
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THE JANESYILLE GAZETTE. 


Entcrtil at the poifqjtrc nt Janctvtllc, H'lu. 


*i itcontl-eloi* matter. 


TERMS OF 
SUIISCHII'TION. . 


Dally edition, one yi ar 
SC.CC 


Halt ot a year, per month 
.&u 
Weekly edition, one year 
.:... l.w 


LONG DISTANCE TE^El'lIONK'NO. 77 
Business Office 
'.... 
• <—s 


Iclltorlnl Room 
77-3 


TKLEUUAl'HIC. SEKV1CK. 


The Gazette receive* the lull daily telecrapbte 
report of the Scrlpps-McIUeTress Association. 


REPUBLICAN 
STATE 
CONVEX 


TfON. 


Headquarters Republican State Central 
Committee, Milwaukee, .Time IS. 
To the Republican Electors of Wisconsin: 


By direction of the State Central committee, 


a convention o( the republican electors of the 
' state of Wisconsin will be held In the city of 
Milwaukee on Wednesday, the 17th day of 
August, 1893. at 12 o'clock noon, for the purpose 
of nominating a republican state ticket to be 
voted-for at the general election In November 
next, and to transact such other business aa 
niay properly come before the convention. 
The republican'electors of Wisconsin are cor- 
dially Invited to unite underfills call In sending 
delegates to said state convention. 


• • In accordance with resolution recommended 
by the state convention a..d formally adopted 
by (he State Central committee. In electing dele 
gates to the state convention. In counties having 
more than one assembly district, except Mil- 
waukee county, tho unit basis shall be tho as 
aemb'y district, and In such counties delegates 
shall be elected by assembly district conven* 
tlons, and the names ot the delegates so elected 
ttiall bo certified to tbeBtate Central commit- 
tee by the chairman ' and secretary thereof; ID 
another cases delegates fchall be elected by 
county conventions.' 


Under the present bails ot representation the 
several assembly districts In the state are en- 
titled to one delegate for every two hundred and 
fifty (23d) republican votes, or major part 
thereof, cart at the last preceding presidential 
election. 


Special attention is hereby called to the fact 
.that all conventions to elect delegates to the 
state convention must be called on a notice o 
not less tban four weeks; all town or waid can 
cuses as primaries to State convention on a no- 
tice nt not less than ten days, and that notice ot 
the meetine ot such convention or caucus shall 
be given In the usual manner. 


As the State Central committee acts as the 


Committee on Credentials, it Is leriuested that 
credentials tot delegates elected, duly certified 
to by chairman and secretary ot county or as- 
sembly district conventions, be forwarded to the 
secretary at Republican State Central Commit- 
tee headquarters In Milwaukee, immediately 
upon their election; In every case giving the 
names In tulUand postolUce address. 


KUWIN D. COK, Chairman. 
JouxfM. EwiMa, Secretary, 
Rock county wilt be entitled to 33 delegates, 
distributed among thejassembly districts as lol- 
ows: First district, 9; Second district, 11; Third 
district. 13. 
', The congressional convention cornea 
Hut. 


Congressman Cooper's renomlnation 


li now doubly assured. 


Speaker Seed has been renotuinated 


for congress by acclamation. 


The county ticket could* not be Im- 


proved and it will receive the largest 
majority ever registered for candi- 
dates for county cilice. 


The St. Louis Globe Democrat says: 


The production of gold for 1808 IB es- 
timated at 0285,000,000. 
That for 


180? wa,s^540,000,000. In 187.1, the 
'•jolt of tbe "great crime," tha yield of 
gold was'9115,577,000, and of sllrer 
$1,804,400. The figures expose tbe 
humbug of what Is called the appreci- 
ation of gold through contraction. 


Edward It. Byzer'a brief remarks in 


itUrodnclng the resolution adopted by 
the county 
convention, yesterday, 


commanded close attention. Be spoke 
feelingly of the soldiers now at the 
front, and it was evident that many of 
the audience ware interested person- 
ally in some of the "boys in blue." 
There were tears in many eyes as he 
finished. 


The close of the scale year, which 


closes June 30, found a g-atifylng 
condition of affairs In the iron, steel 
and plate Industry. Tbe *tge agree- 
ments have been reached much earlier 
than usual by the minufactnrers and 
the Amalgamated Association, all of 
tbe scales for tbe coming year having 
been practically settled. President T. 
J. Shaffer of tbe Amalgamated Aaioci- 
atlon is quoted by the American Econo- 
mist as saying that not one m'll will 
be closed this year on account of wage 
disagreements. 


A comparison after the first eight 


months of the Wilson tariff law and 
the first eight months of the Dlngley 
law showed that In Oregon there were 
employed in manufacturing industries 
125 per cent more hands under the lat- 
ter law than the former; 
the gross 


amount of wagus psld was 141 per cent 
more, and the rate of wages was 7 per 
cant higher. No wonder the state 
went overwhelmingly republican at 
the late 
ejection.—Boulder 
(Col.) 


News. 


KABL'S Clover Boot Tea for constl' 


patlon. It's the best, and if after 
nslng it yon don't say so return tbe 
paek»ge and get your money. For 
aale by People's Drug Oo. 


Thrlr Object. 


Mr. and llrs. Gas-veil had moved only 


a few weeks before Into a fashionable 
neighborhood nnil were preparing to 
Issue Invitations for. their silver -wed- 
ding..' 


"I'm. afraid," said Mr. Gastvell, look- 


Ing dubiously nt the pile of costly sta- 
tionery before him. "most of these will 
go begging." 


"Why, James," responded Mrs. Gas- 


well, "that's what we are sending them 
put forl"—Chicago Tribune. 


Ilovr She Viewed It. 


perhaps she was jealous; perhaps she 


•wasn't. Anyway, she had just heard of 
the engagement, ani she could not help 
noticing, the engaged girl's pride In her 
captured youth. 


"Hcally," shc'sald, and her lips curled 


scornfully, "there's no accounting for 
tastes, is t'..ere? Some people think 
they have won the game when they got 
the booby prize."—Chicago Post. 


'A Spring Reflection. 


She paid for tho bell 
And Improvomunta they sell- 
Too many to mention by name. 


"The 
bonnet and blhc," 
Quoth she, "ars alike; 


The trimmings cost tr ore than th« framed 
—Washington Star. 


A SE.VriJIENTAt. COOBI.ISR. 


Widow Casey—Ah,-Mr. Dolan, when 


my ould man died It left a big hole in 
my heart. 


Mr. Dolnn— Mrs. Casey, would ye 


rnolnd pntchin' It wld n bitoutof mine? 
—Harlem Life. 


Mother Goone on the Situation. 
Jack Spratt could eat no fat, 
.His wlfo could cat no lean, 
For they wcro at tho Klondike, where 
•The peoplo live on snow and air, 
•And moat la never seen. 
" 
—Chlcag^ Dally NeWS. 


No Deception at All. 
, 


Mother—I gave each of you boys an 


apple. Charlie, you said you wouldn't 
eat yours until after dinner, nnd you, 
Jack, said the same, linrcyou deceived 
me? 


Charlie—No, mother; we didn't cat 


our own apples. Into Jock's and he ate 
mine.—ShcflicUl Telegraph. 


Roam for Dunbt. 


Experienced Servant — Gentleman 


wants to sec you, sir. 


Mr. Itlchmnnn—Who Is licV 
Experienced Sen-tint—I couldn't find 


out, sir; but, jtidgin* by Ills clothes, he's 
either a beggdr or a millionaire, sir.— 
Harlem Life. 


Not Fickle nt 
All. 


Evelyn—Jack 
Is so very fickle! 


Every one knows that three months ago 
hu was madly In love with Dolly Day- 
dream, yet he ling gone off now and 
married Jeanne de Cttslie. 


Tom—That isn't fickleness; it's pov- 


erty.—Stray Stories. • 


An Honorable-' Fnnctlon. 


Pat—What docs ycz do at the new 
club? 


Mike—Oi'm on the house'warr-mln.' 


committee. 


Pat—What's that? 
, 


. Mike—Ot run the furnace.—Harlem 
Life. 
' 
:-^-fT..,.. 


Ilorr She Acquired It, 
- '• .. 


"How did you get In the habit of 


lying?" asked the recording angel sym- 
patUetically. 


"Giving Recommendations to serv- 


ant girls that 1 wanted to get rid of 
without any fuss," replied the house- 
keeper regretfully.—Chicago Post. 


Berenice Haul I y Acconipllnhed. 
Uncle 2ekc—1'se bin nn' got ebcn wld 


dat niggah bnliboh fcr de insults be 
gib me. 


Uncle 'Llge—How's'dnt? 
Undo Xekc—1'se bin nn' married de 


vrlddah dat. owns de house he libs In, 
an' I'se raised de rent.—N. Y. Journal, i 


Precedent* Not LnoUlnu. 
; 


"I wish you were not always want- 


Ing to go out riding, Clnra. You ought 
to pay a little more attention to the se- 
rious things of life. KeniemBer, you 
can't go to Heaven In a carriage." 


"Why, papa, Elijah did."—Chicago 


Tribune. 


Couldn't Do Iloth. 


Tom—-You say you have got money 


enough to get married and live com- 
fortably? 


.Tack—"So; I said I had got money 


enough to get married or live comfort- 
ably—Puck. 


A Kindly Precaution. 


"Juddocks Is an exceedingly kind- 


hearted man." 


"Yen, indeed. He had his dog's tall 


docked the other clny for fear lie might 
itep on It some day."—X. Y. Journal. 


In Isrnorance. 


Pnrkc—My wife's relatives have been 


rUitlng her for the past week. 


Lane—How doyou like them? 
Parke—I haven't met them yet.—W.. 


Y. Truth. 


One Definition. 


Tommy—Pn, what is "horse sense?" 
Mr. Callipers—It consists in know- 


Ing when to say neigh, my son.—N. Y. 
Journal. 


A Sweet Burden. 


He—She is nil the world to me. 
She—You must have felt, in'st night, 


is If-you had the w >rld on your &houl- 
3ers.—Yonkcrs Stat sraan. 


FOE LITTLE FOLKS. 


WHO LOVES MAMMA? 


When the Te«t Cainr, Only One of the 


Tour Won Proof. 


• Tbo sun had KOUO down, and it \vas 
dark iu tho sittiuK room. Great flakes 
of snow were flying through the air out- 
side. The' wind whistled nnd blew 
through keyhole)) nnd under dciorsills. 


illinium ant iu n bin Boston rouker ill 


front of n bluziiJK Brute lire, surrounded 
by ln>r little funiily—Willie, the youii- 
«est, on her Inp, Jnnct on one arm of 
.the cliair and Jack on the other, both 
with thuir hoii<ln lunuiug on mamma's 
shoulders, whilo Sum, the-oldest boy, 
sat (in a Htool at her feet, with his back 
clo.su up against her. 


"1 love you, mamma," said Janet 
"Ho do I," "So do I," "So do I," 


chimed ill tliu three other voices. 


"I love yon moru than anybody olao 


can lovo you," said Sam, "because I'm 
tho oldest. I loved you the longest." 


"I lovo yon the most, because I'm the 


only girl," naid Janet. . 


"I love you HO much I wish a big boar 


would couiu uftor you, nnd I'd shoot 
him," Hiiid ."hick. 


"I.lovo yon nioro than I can tell 


yon," said Willio, putting his arms 
around his mother's neck, and kissing 
her ngaiu and again. 


Thou all the children kissed her at 


once, and poor mamma was almost suf- 
focated with their embraces. 


"Do you lovo mo, children?" she 


asked. "Do you really know what love 
is?" 


"Why, lovo in lovo—something yon 


feel inside of you that nmkoa you want 
to do something for somebody." 


"Yes, lovo is doing something—not 


yonr own pleasure, but doing something 
for Homo 0110 else, 'perhaps something 
hard and unpleasant." 


Just then tho postman whistled at tho 


door, ami tho children ran. to sou what 
ho had brought. 


"It'« a letter for mo," said mamma 


ns sho opened it, "and I must write an 
answer at once, so it will go in this 
evening's mail. Who'll take a letter to 
tho lamppost for me?" 
' fiani looked ont of tbo window. How 
tho snow blow around I His rubber boots 
woro away up stairs. Oh, dear, ho had 
flvo hard examples to do] Why couldn't 
that letter wait, until morning? He'd 
take it on his way to school. 


Jack looked out of tho window too. 


Ugh, how dark it was! Ho didn't like 
being ont iu tho dark alone. It mndo 
him scary. Suppose there should be 
bears somewhere about tho street cor- 
ners!. Iu tho stories, ho had read when 
they cumo it was always in a snow- 
storm. 
, . 
• - ' [ - • 


Janet 
though't: 
"Why, 
certainly 


mamma doesn't mean mo to go as long 
as Sam and Jack aru In the house. ' I've 
got my slippers on. I huto going out in 
tho cold." 


So whim inamnm had finished writing 


tho reply to hor letter and looked up, 
sho found Sam busy witli his slate and 
pencil, Jack with oua of his games, and 
Janet knitting away very industriously 
on n hood for hor doll. .Only Willio 
stood bbforo. hor with his big boots on 
and his overcoat turned up ' about his 
ears. 
'• 


"I'm all ready, mamma," ho said. 
"But, Willio, aren't yon afraid to go 


alone?!'she ankod. "It's getting (lark, 
and it's cold on^t of doors." : 
'• 


"I lovo yon, mamma," ho answered. 


'I'll run fast, and I don't boliovo any- 
thing will hurt mo." 


"Yes, you may," said mamma. ' 
"Don't get loHt in tho snowdrift, lit- 


tle man. I'll watch yon from tho win- 
dow. 
I know who loves mo truly to- 


night," sho added, with a sorry smile. 
"Lovo does not think of itself, and love 
conquers even fear, doesn't it, Willie?" 
—Nuw York Observer. 
. . 


~ 
Pu.«y'« Fl.hlne. 


Conic, my children, hero's your dinner, 


A very luscious dish. 


. Your motbor'H Ixwn a-Jlshlng 


And him caught for you a llsh. 


I flslird It, oil, my darlings, 


From n liiukct nt tho door, 


And'l hunnl tliu cook a-comlng. 


Or I might huvo got BOIJIO more. 


BIny you never know, my children, 
The terror 1 wns In. 


Cooky don't npprovo of Hulling. 


Shu think!) It la n gin. 


Conic, my bnblo*. tnko your dinner. 


'Tin a moxt dt'llclous dlsli, 


For your mother'* bwn n-fisliins 


And him caught for yon n flsh. 


—Brooklyn Eagle, 


Nature Trnclir. Generality. 


Laicns illustrates as follows: 
"1 called tho other day on my friend 


Mrs. T., who has the finest collection of 
roses I over saw. Sho took mo ont to 
see them—white roses, rod roses, yel- 
low roses, climbing roses and roses iu 
pots, the gny giant of battles and tbo 
modest moss rose, every species I had 
over heard of, and a grunt many I had 
never heard of, were there in bright 
profusion. Mrs. T. began plucking right 
and left. Somu bushes with but a single 
flower sho despoiled. I remonstrated. 
'You aro robbing yourself, Mrs. T.,' 
("Rid I. 'Ah,' said she, 'Mr. Laicus, do 
you not'know that tho way to make tho 
rosebush buar is to pluck its flowers 
freely? I loso nothing by "what I give 
ttwny.' " 


This is n universal law. 
We never 


loso anything by what wo give away. 


A Little Girl'. Idea. 


It llghtnlnged nwful bad laat night; 
The flash was nil about. 
But alter whilo them came tho rain 
And put the lightning out. 


-New York World 


• It Pays to Trade at.. • 
• :: Hoff master's. • 


: 


T 
1 
Sale I 


Pillow 


I Cases I 
| Thursdy. : 


This special sale is ^ 


for one day only. Good J 
chance to save money. J 
Pillow Case made of J 
good muslin, size 45 by Jj 
36 inches, at 
J 


6c each. $ 


4 
Think of it! Ready + 


made Pillow Cases at • 
f 


G cents each 
• 


>SX*N«/V>>/\/« 
•• 
•i 


'Ready made Pillow,'T 


Cases, size 46 by 86, J 
made of Fruit of the T 
Loom muslin; wide hem J 
with fancy border at 2 
the head of the hem. 5 
Special price for the 5 
sale at 
J 


lie each S 


Hoffmaster 
& SON 


18 8. Main Street. Janesville. 


LONG BIKE RIDES 
Tell the tale of wheel goodness. ' You don't 
notice the rough bearings, the poor construc- 
tion, the general short-comings of the cheap, 
thrown' together wheels until you take a 
fairly long ride-' r>i«-i • 
"• 
'•-- - 


Wolff-Americans 


are made by mechanics—Bicycle .builders of 
knowledge. They lead the wheel world in 
every way. 
_ 


W. W. WILLS N. River St. 


Harness 


Washed, oiled, inked, var- 
nished and repaired. 
Reas- 


onable prices. 
At 


SELKIRK'S, 


15 S. Main St. C^ Janesville. 


Free Until Cured ! 


THE SPECIALIST. 


Dr. NICHOLS! 


Late of Chicago, now located in Janesville' 
will give free services until cured to all who 
call at office before Aug. 20, to prove to the 
sick his Fuperior method of curing diseases of 
• (•A T7**« ^Pf.«»AA T 
rf^-*__ 
« 
f+. 
• 


mm BIOOO,» sicln, I 
and Female troubles. 


EYES TESTED FREE 


for glasses; 4,000 cases of eye trouble and 
headache cured. 


To secure free services call soon. 
Also successfully treats local and nervous 


diseases of men of all ages. 
Medicines fur- 
nished. 
ISTOffice 61 E, Milwaukee Street, Second 
Floor, Opposite Myers House. 


Prof. Morrtll In Dead. 


Washington, 
Ann. 
9.—Prof. Park 


Morrlll, chief of the forecast division 
of the weather bureau, died here last 
night of typhoid fever. He came hero 
from Atlanta and had been employed by 
the weather bureau for twelve yean. 
He "leaves a mother and widow. 


Oreut Ilrltaln Delict Iluiila. 


Pekln, Aug. 9.—Great Britain, it la 


asserted, has adopted a firm attitude In 
the matter of railway concessions In 
China. The situation is now cleared 
unless Russia makes a counter move. 
There Is .general satisfaction la tho 
British settlements. 
< 


Peaches are Plenty. 


Michigan grown delicious 
fruit, 20 and 25c basket. 


. California- and 
Michigan 


fruit of all kinds coming 
every day, 


Is*A rVpatn kv the dish or 
U,C lilCdlll delivered to> 
any part of the city. lu» j* j» 


GEORGE ELLMAN, 


Candv and Fruit. 
Opposite Postoffice 


I There Is Always Something 


To Learn About,... 


OVERALLS 


AND * * *- • 


JACKETS.... 


We are advertising the LIGHTNING I 
Jumper and Overall, and in response to 
our ads. a good many railroad men and 
mechanics are coming here to see what is 
surely going to be the most popular work-j 
ing suit yet gotten up. A railroad man 
told us yesterday that just as soon as the 
railroad boys saw these garments we 
would sell every engineer and brakeman 
running out of Janesville. Wish we could. 
We have surely got the best outfit you 
ever saw. 
The convenience of getting 


into the suit will recommend it to you at' 
first sight. 


I All Garments Union Made 
And Bear The Label 
. 
These Jumpers and Overalls were placed before 


the delegates of the Brotherhood of Locomotive Engin- 
eorooat their convention held in St. Louis, May J 1th,' 
J898, and pronounced as being the most practical they I 
had ever seen, and 75 percent, of them purchased 
| from one to six suits each for personal use. Don't fail I 
to look them up, We have exclusive sale for Janes-1 
yille. Our salesmen will be pleased to try them on 
for you and show,you their merits. 
Clothes Cleaned 
For fall now, and done well. If you wait until there I 
is a rush you don't get good work. Our repair de- 
partment is bu&y now cleaning and repairing for a lot 
[ ot the wise ones. Fall in line. . 


»•* 


T. J. ZEIQLER, 


I Our ttore is closed Tuesday and Friday evenings only. 


Ever Try to 
Roll a Cigar? ? ? 


You take a little tobacco in one hand and 


a little tobacco of another sort in the other 
and 
, but come in tomorrow and see 
"Bill'Baxter," 


the greatest 5c cigar out, made. You can 
see for yourself that it takes a little practice 
and some more knowledge to make a good 
dear-like "Bill Baxter". All dealers sell 
them..* 
J*J*Jtj*jtjtjtjtjtjtjt 


J. L SPELLMAN & CO., 


Opposite Post Offlce 
Manufacturers. 


Look 
Out 


for the new dishes 
that are 'coming 
next week at 


BEMIS CHINA TEA STORE. 
54 W. Milwaukee St. 
TelepLane No. 82. 


RIDER'S 


RACKET STORE. 


New Goods Almost Every Day 


A nice strong Hammock for 60 or 75c. 
Call and look at our & cent Glassware. 
See our good and cheap Candy. 


Bird Cages. 
Lunch Baskets. 


Ip3 W. Milwaukee Street. 


THE FAIR, 


103 T. Milwaukee St. 


Our Stock 


Is comprwd of so many things 
all sold at money saving 
prices that it is hard to miss a 
thing that we do not save yon 
a little on. 


Our stock comprises in part of 


Glassware, odd pieces 
of China, Lamps, j* j* 
Wooderiware,Tinware, 
Graniteware, Hosiery, 
Hammocks, Croquet .* 
Sets, Window Shades, 
Towels, Handkerij&efs, 
Table Oil CIothjiNo- 
tions, Toys. jt> j* & jt> 


H. W. COON. 


I Want 


* To see my line of 


o f 
: 
' 
: 
• 
' 
• 


Black and 
Blue Serges 


From $12 
to $24.... 


And made up in| the 
most stylish way. I 
guarantee cloth, color 
and a perfect 
fit. 
, 


ALLEN, 


Rnnm 6.'Munidp*l Court Block. 


,vsV 


STRANGE SCENES 


.IN PORTO RICO 


JANESVILLE BOY WRITES OF'| 


HIS EXPERIENCE THERE 


Natives-Greet tbe American Flsg.Wlth 


EntbtaiMm-Spies Are Treacherous 
—Fruits of All Kinds Are Plentiful 
and 
Cheap-Scenes 
That Are 


Unique to Northern Eyes. 


--.„_ Butler, of U88 South 


i atreet. has' Jnst received a letter 
- .he.r "on Dee, who is with the 


Second Wisconsin regiment in the 
£?J JnrP;°ro° Blc°- 
He w'««" under 
date of Jnl» 30 from Ponca. He says: 


-On July 27 we were ordered to land 


under flre of the fleet, but tho town 


^nrrendered and soon after the 
ted States flag and Wisconsin stand 
vii W C r e flyinsr ovur tho government 
buildings; and we were getting a 
drink of fresh water, which was as 
good to us as a square meal. We have 
nad nothing but hard tack and canned 
tomatoes for ten days, and coffee once 
In a while. We expect to have bacon 
and coffee today. 
After landing we 


marched t«vo miles through Ponoa and 
through the nrost beautiful country I 
ever saw or ever expect to see—lots of 
tall cocoannt trees and all kinds ot 
tropical vegetation. The natives are 
very friendly to us and shoui "Vive la 
Americanos," and come out and ki» 
tbe United States flag. 


•Fruit, cigars and wine are cheap. 


we are eating mangroves, coooannts 
and bananas, We are not allowed to 
eat any. but do, just the same. Wo 
»-aded hard tack for fruit and cigars 
or flour. I traded four hard tacks for 
» plese of fresh meat. 
It was fine. 


•There is lots of skirmishing on the 


outskirts 
Last night a native report- 


ed to tbe general that there were 
•eventy Spanlarda'ln a house down 


' £W/D'ii f* 8 P*m" °°- M WM orde'ed 


to fall ID, and with instructions from 
General Wilson and tbe native guide 
end Interpreter, we started. The na- 
•Ive told us the place was three miles 
•way, and we had gotten into the. 
mountains, going into a deep cut with 
out finding tbe Spaniards. 
We then 


turned- back, taking the guide prison 
s*P; Ann «FA«* V_..t_ *_. 
« _ . 
. 
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l' take, -.threel Aotiri; for^Chlcaao * J 
n r Prt p r 


oreniiip j*aj>er» [to ffti] to tfancstiUc * 
- . 
^ •" 


si*[ 
u> 


. 
«to 


i than one teeouil for^the * 


• telegraph to cover that, lUttanee. She * 


i Qatette, .receives full prrti * 


auoctation almpatchet, unit the »icir» * 
t* three hour* later than that of CM. 
eago and 
JUitiratikee 
evening 


pert Mold i,,\l/,u part of the *tate. 


SEVENTEEN DIVINES LISTEN 


TO TESTIMONY 


JHt. 


WEATHER FORECAST, 


Chicago, Aug. n—[Special]—Fore- 


cast for Wisconsin: 


..erally fair tohlght and Wednes- 
day. 


JANESVILLE 
NEWS 
IN BRIEF 


CONCDHD grapes 30 cents a basket at 
Sinborn'o. 


KID glove special tomorrow. 
Bort, 
Bailey & Co. 


m * ,• — 
ff*?e8 next Saturday at 
the fair grounds. 


SPECIAL sale af pillow oases Thurs- 
day at Hoffmaater's. 


MICHAEL DAWSON is home from Weat 


Baden. Ind., much Improved in health. 


FOUK hundred pair kid gloves at half 


price, Wednesday. 
Bort, Bailey & Co, 


glove sale tomorrow at 
& Co. See large ad. 


the best hard coal 10 
H. Bonesteel's, rear o 


Marola 
Geneva 


1 —"«e *uo KUIUO priBuu* 
er, and went baak to town, capturing 
fifteen Spaniards on the way. Our guide 


, proved to be a treacherous spy, and we 


considered ourselves mighty lucky in 


,di»coverlnghimlntime. 


'.'I have seen caaes here where na. 


Mv.es have bid their flogtra split be-, 
oauae they refused to join the Spanish I 
.army. 


"1'nere Is something about soldier- 
ing that makea.a fellow feel as though 
be could stand anything and he does 
not think of danger at all/ 


••This morning I went to tbe river 
to bathe add do my washing. There 
were lots of native women washing 
clothes there. They do a whole wash- 
v?,.,f0r two cent8' 
AU the n»U»a 
children go naked nntll 12 or M years 
old. 
Cigars as fine as any ten cent 


cigar in Wisconsin cost two aad three 
cents each, but I haven't got tbe price 
of a smoke, yet managn to get one- by 
exchanging hard tick once in a while. 
I aee cactus here twenty fe»t high, and 


, cocoannt trees from 75 to J 00 feet high 


»nd the palm follsge Is grand. 


"1 did not see a pane of glass In 


Ponce, 
fne doors are all big, while 


they close at night. The streets are 
all narrow, and there are some very 
pretty buildings of olden architecture. 
Ponee has 38,000 pnople. 


"One colonel thinks we will be home 
by Thanksgiving." 


ALL sizes of 


per ton at W. 
the postoffiee. 


MIBSES Anna Valentine and 


Jaokman returned from Lake 
last evening. 


OONCOHDIA annual picnic August 30 


at Crystal Springs. It will bo the 
event of tbe season. 


PBIL-BI that are sure to please every. 


body at our special sale of summer 
gooda. T. P. Bnrna. 


MONEV saved bj purchasing paper 


by the package and envelopes by the 
box at Sutherland's book store. 


PILLOW case muslins and sheetings 


Evidence and Arguments Were Sub- 


mitted 
This 
Afternoon 
Behind 


Closed Doors—Rev. Mr. Halsey 
Here In His Own Behalf—Testi. 
mony Will Soori Be Finished. 
Behind closed doors in the Sunday 


fchool rooms of the First Methodist 
church in this olty this afternoon waa 
held a most Icterestlag meeting, tbe 
outcome of whioh la yet to be deter- 
mined. Seventeen divines from the 
.fanesvllle district sat ahout tbe room 
for the purpose of taking additions! 
testimony in tne case of Uav. Sabin 
Haispy formerly of this city, who is 
aharged with drunkenness at Baeine. 
ttev Mr. Halsey in per.on was there, 
having made the trip here from Mil- 
wankee for the purpose ofc testifying. 


The Meeting- IVIrate. 


Some iatereatintf testimony Is said 


to have been given this afternoon, but 
»a newspaper men we.re given fair 
warning to keep away, the public is 
»t present lacking a complete report. 


To some ot the "barges made it is 


known that Bev. Mr. Halsey enters a 
aweeping denial. 
The meeting thla 


afternoon was In the nature of a pre- 
liminary Investigation, and on its out- 
come will depend whether or not the 
ease will be taken up for trial. 


The Outcome In Doubt. 


Presiding Elder Pease, oJ the Janes- 


vllle distrlet, presided at today's meet- 
Ing, and to a Gazetta repreaentatlve 
stated that he waa not at liberty to 
state just what had taken place or 
what was likely to be the outcome of 
today's Inveatlgatloa. 
He 
further 


atated that the committee waa com- 
posed of about seventeen olergymen 
from the Janesville district, and that 
Kev. Mr. Halaey himself was here to 
give testimony. 
Aside from 
these 


statements he refused to further com 
mlt himself 


sacnld the testimony prove suffi- 


°. '!? *h"a»A" »». a »"•» " ». annu. 


HALSEY 
j COUNTY COMMITTEE NAMED, 


the Me 


««««"»" "'"I"US *°* of tbe "Pu'allean 
county convention yesterday afternoon 
was the appointment cf a county com 
mlltee for the ensuing year. The 
gentlemen chosen wera the following 
Avon—J. p. Barker. 
Belolt town—John A. Yost. 
- 
Belolt city— 
Flrat ward—J. B. Dow. 
Second ward-Goo. H. Cram. 
Third ward-L. H. Parker 
Jftmrth wari-B. A. Ho well. 
iTIfth ward—Jamea McBvoy. 
Bradford-Frank Conlter. 
Center—J. H. Fisher. 
Ollnton-A. W. Shepherd. 


" — «** u*ua**ua auu BuCBllDI?fl 


at extraordinary low prices. 
H. Hoff- 


master & Son, 18 South Main atreet. 


dies' Aid Society of the Bap- 


Hat ohuroh will meet in the church 
parlors Wednesday morning at ten 
o'clock. 


Taia is the beat season of tbe year 


for hanging wall paper. New gocds 
and reasonable priees at Sutherland1! 
book store. 


JHSK4VILLB Ohapler, No. Of), O. B. 


3. will hold, a regular meeting In 


* * 
Mr i 


Bv*nsvme"olty!l 
B'lrstward—W H. H. Johnson. 
Sjcond ward—F. W. Oilman. 
Third ward—F. A. Bsker. 
Pulton—B. H. Brace. 
Harmony—W. H. Dray. 
Janesvllle town—George B. Barker. 
Janesvillo Olty— 


First ward—Waltar B. Btea. 
Second ward—T. S. Nolan. 
Third ward—W..Q. Wheeler. 
Fourth ward—A. H. Sheldon. 
Fifth ward- N. Fredericks. 
Johnstown—W. S. Pember. 
La Prairie—Henry Tarrant. 
Lima—Fred Gould. 
Msgnolla—0. 0. Howard. 
Milton—Vv . W. Clarke. 
Newark—K. 0. Bcstad. 
Plymouth—B. Q. Brown. 
Porter—William F. Tolles. 
Beck—U. Q. Waite. 
Spring Valley—H. P. Taylor. 
Turtle—Q. H. Oroaby. 
Union—Ira L. Jones. 


DIVORCE FOR YOUNG COUPLE 
llrldo Seek* 


PASTOR FOR 


ST.* MARY'S CHURCH 


REV. 
FATHER 
GOEBEL, 
OF 


RIPON, IS APPOINTED. 


He Is Said To Be An Able and Schol- 


arly Priest, a Graduate of St. Fran- 
cis Seminary—His Work in Ripon 
Has Been Eminently Successful In 
Recent Years. 


Oathollo church Is not to 


••^•^^"•^•^ 
Are 
You going 


One 'lit the Tender 
Klchteen Yean 


In the circuit court of Bojk oounty 


»hls morning wait brought to light a 
sad divorce action, tbe title of the case 
being Prank Patterson vs. Mary V 
Patterson. The Interested parties re 
side in Qretn oounty near Argyle. 


On the 38d. of last February they 


were married, and on tbe 14th day of 
March the plaintiff brought an action 


-••• •»» «• «rjHi Bt me annu'l..— —...•>«, BUU uo me ilia a ay o] 


al conferences to be held at ;Waupon ,March lhe Pontiff brought an action 
on Septembers. 
* 
for divorce, clalmlug that his wUe was 


FOR 
SCOFIELD ANt>[ COOPER' — ~""^ 


200 pair II kid gloves go at 50e 


Wednesday, 2CO pair $1.50 kid gloves 


The 
s.t 
rue 
state 
convention 


Snofl.M 
u"°n «'»»««irOoTeriiqr 
Soofleld and tbe congressional conveu 


for 


IN A PROSPEROUS CONDITION 
Commercial Traveler* m Janeavllli. En- 


Joying a Season of I'opolarlty. 


- Supreme Organizer Pease, of Oolnm- 


bns, Ohio, who has been In the city 
ID the Interest of the United Commer- 
cial Travelers' council, left town this 
morning for Madison, where ho In- 
tends to establish a council 


While here be was much pleased 


with the way everything has been 
conducted by tbe local union, and be- 
lieves tbe council to be one of tbe best 
in the country considering tbe slzi of 
the town. 


J. D. Crawford, of this city, has 


been received as a new member, while 
J. F, Howe and Frank Bishop, also of 
this city, have applied for member- 
ship. The local council is-now the 
second largest In the atatr, having a 
membership of sixty-five. 


REPORrsliROWING BUSINESS 
Illchnr.ljon Shoe Company Is IMeaicd 


wltu I'ment Trade and ProapeuU. 
Alex Richardson, of tbe Riobardson 


Shoe comp»ny. arrived In town this 
morning from Menomlnee, Mich. 
In 


speaking of the factory, which was 
rtcent'y moved from this city, Mr. 
Eicuardson says that it is not a case 
of getting orders, it is a case af how 
they are going to fill those thev have 
f\n Viamvirl «*!*!• •. 
I 
• _ 
* • 


shirt waist opportunity 


We havo lately added about 100 50c 


T> 
T* 
***3 
*>«Jt 
BOlrl 
WftlBk PllOt 
iiort, Bailey & Co. 


MBS. 
H. N. KKNNKDr, cf 
BilUoga, 


Montana, arrived this morning, and Is 
v siting her parents. Mr. and Mrs 
Silas Kent, 251 South Cherry street. 


'As trade pleaser* those waist silks 


we are offaring at noc are proving to 
be wonderfully successful. 
We are 


continuing their tale. 
Bort, Bailey & 
uompany. 
- 


AT the regular meeting of Cryatal 
Atnn nf *Ka t>«_-i XT_I_«_» 
. ' 


called to order by I. Jacotaon of Clin- 
ton. H. Crosby of Turtle was elected 
chairman, and J. B. Poster. Belol*. 
aecrotary. Delegates to the state con^ 
ventlon were elected by a standing 
vote. -1 1 voting for and 8 against: 


Joseph Gurbutt, Spring Valley; T. 


f;™ "i ™i P1Jmouth: John Hnntley. 
Avon. L. 8. Moseley, Town of Belolt; 


-«B»*»* 
ujoukiuir oi 
Uryfltft 


Camp of the Boyal Neighbors of Arner 
lea the beaten side will serve supper 
to,the victors. All members are re- 
quested to attend. 


OOMMOH sense will t«ll yon tbat it 
AVD tn t..J_ -i .L 
. 
*.. 
•"•»» »• 


f 
— ~ ~ «~* — O--*- ••». MUWD &UBV 
UBVO 


on hand, with a running force of near- 
ly a hundred bands. 
Those who 


moved from here with the factory seem 
contsn»ed In their hew homes, and ex- 
press no desire to return. 
Mr. Bloh- 


•rdson say« that new handa are con- 
atantly being called-. 


Notice. 


I timber lands in 


N wAV?,8t 1>B- 
ao*ned°by the" 0. & 
W. W. Railway Co. Inquire of 0. S. 
Graven, JaneaviUe, Wis. 


^00 D 
FOOD". 


Strength comes from good food, 


• . . 
•«Dy sort often IDC&DB &• 


lack of the right sort or failure of 
proper digestion thereof. 


pays to trade at the atore'that sells 
fo°Vi n«° "» l3'00 tan or bUok "' 
It »K, 
We Bre 8ellln* n 


1 Co ""r 
;riSe- 
Am°3 


A BBQCLAB meeting of' tbe Trades 


Council will be held this evening at 8 
o'clock sharp. All merobe.s are re- 
quested to be present, as final action 
on tbe Labor day picnic will tak 
place. 


THE next meeting of the Soldier* 


Aid society will be held at tbe usua 
P aces of meeting on Thursday. An 
gust 11, at 3 o'clock p. m. A full at 
tendance Is requested. 
Mrs 
L T. 


Fletcher, Acting Secretary. 
' 
' 


OUB reputation as shoe hustlers ha 


galnid continually from .the 
flrs 


week of our business career; such of 
fera as these tan and black oxfords at 
08c do much to gain more ground for 
us. The shoes are worth twice the 
money. 
Amos Behberg &. Co. 


NEXT Thursday evening the Blnnli- 


sippl Golf club will picnic on the links 
and In tbe afternoon a nrlxed foursome 
handicap match for a ladles' golf scarf 
pin for first prize and SM balls for 
second and third prizes, will be played. 
Liberal handicap will be made for 


.h 
» 
u 
, 
Isham. B,lph Cheever, Vlila'ge of 
Ointon; Cyrus Greawald, Town of 
Clinton; Q. p. uardy, j. B. f 
L 


p»r*er, Simon Smith, E. F. Han- 
sen, City of Belolt. 


Cooper Knilorneil 


to nom|A'!flI5b,ly DUtrlc* Convention 
to nomlnat« delegates to the Congrca 
;«««, 
i 
" BMembled directly 
after the close of the State Convention. 
The meeting was called to order by 
John Huntley, of Avon, who 
was 


eeced chairman. J. B. Fester was 
elected secretary. 


—-—•» 
«• uo •U*IU _ 


today was for suit money, Mrs. Patte-- 
""" »lso »Pplytog far a divorce on the 


inds of cruel and Inhuman troat- 


ment. The court, after bearing the 
testimony, entered an order staying 


--— 
--™rt,, 
woman 
is 
but* 


eighteen 
years of age. 
Attorney 


OlawBOD, of Monroe, appeared In be- 
half of Mrs. Patterson. 


|JANESVILLE 
MARKED PRICES. 


Uaotatloni On Drain And Produce are 


Reported for The Gazette, 


Thb following figures show the 


range of prices in the local market, 


•innr-.i^xj to be»i patent. »1.15to»l,¥5i>tJr 
Wu*"-*1 air to be« quality C5 3 70e. 
K»it-ln request at « ® 4Sc '-maa ii» 
Hlnr..._u.n... Bt jjj,, ^ ^ ^^^g ^ 


.".°kfr-wUSi;'s«»rS 
: 


ssswfeA'&.'i.'ia 
asume his new duties at oncb 


Father Ooebel is a man of about 


forty years, and graduated f om 8t. 
Francis Seminary, Milwaukee, about 
seventeen years ago. He has be." 
stationed at El poo for several year, 
past and has bsen eminently sufees" 
inl in promoting the eanse of the 


,u,htrCl 
He '"'Poken of as a 
man of high seholarly attainments, an 
eloquent and earnest preacher, and a 
-M°ulWOr^er ln *u on"nels through 
which the ohuroh influence may be ex. 
tended and the membership benefited 
He Is especially energetic In tbe 
n™ 
'"theriD8T the ca-ite of educa- 
tion, and in worko-of charity 


Father Qoebel will ar.-ive In Janes- 
vllle on Thursday of " 
--•"" 


will celebrate hi. nrt.«VBBno prellc 


first sermon at St. Mary's, on HUD 
-'n"'; . He m»y be assure! of a 
cordial welcome .not only 
from 
but from 


Away this 
Summer? ? ? 


Why not 
Take a 
Kodak 
With You? 


We have them in all 


sizes and all prices. Ask 
for catalogue. .* jt > 


PHARMACY. 
SMITH' 


J«Two Registered f harmadsts-M 


•*•)*',, * 4-14-}.»';>, jfj.fr 


tboth pleasant and profltable. 
f0r 
for 
tomorrow morning, and 


of the Holy Bosary at once. 


H^S OLD HOME 


r» About to Hr«umo 


Just 
Received:: 


Large-assortment of. sou 
venir, china of our '':*:• : 
M. C. A. a;id 


High School Build'gS 


RETURNS 
TO 


Uenry Turck 


In cups and saucers, fancy 
plates, pin trays, olive 
dishes, creamers, bon bon 
boxes, tea pot stands, &c. 


»nd will next week return 
n Cincinnati. Mr. Tnrck is WellTn" 
ormed in tobaceo circles and elnce 
aklng np his residence in this city 
haa^ade many friends who *lll "Z 


. 


Oo«ii-7.503$g.coper ion, 
OXVS-WllllO. 210 « 
-J31. 


otovaBaBHD-«z.4oa 92.69 per bushel. 
riMOTBv 8.BD- 31.00 e Jl.10 per buaflbl, 
MK*.t-75epenou Uolteiisi- 
FEED- roe par luoib.. su.ouper'ton 
riBAN-eo:perloull.si sn.o> per ton. 
MIDDI.IN.HI- 030 per loo, $12.00 per ton 


er 
•-«•»> ft H.SO per too. 
fo»AroB»- 3*240. per bush 
BEANS soc a si.io per bushel. 
- 


other 


- 
u 


Boas— o tw per doieu. 


-Turkeys oaioc. CWckenb. 7«8. 
! iBc «?8« loTnn 


Obas. Taylor, Spring Valley; B. N. 


Haugen Plymouth; John S. Lynch 
Avon; Halvor Oleopuas, Newark; L. 


mae or 
young players. This match was post- 
poned from last Tuesday on account 
or the rain. 


t 


WINTER 
ENTERTAINMENTS 


Concert. By theY. M. C. A. ami Lecture. 


In the 1'eople'. Course 


The Y. M. 0. A. directors are plan- 


ning on giving a series of ten concerts 
the coming winter, and now have un- 
der consideration the closing of a deal 
wllh tbe aiayton Lyceum Bureau. 
Al- 


though nothing of a definite nature 
has been donn in this direction, pres- 
ent indications are that tbe Slsyton 
people will be favored. 
The enter- 


tainments are on their program, and 
each is a featn-e in itself. 


The People's Lecture Oonrae will 


also be in the field with strong attrac- 
tions, and the local public will not 
n ant the coming winter for good en- 
tcrtainments at moderate prices. 


T 
« 
r 
' 
' 
" 
* 
Turtle; Henry Chessman, Clinton 
W ?' « i ', f"ltt*' Town of OJl 
W. L. Boblnson. Obam Ingersoll, 


Vil- 


Important To Kpu-orth _.„»„„„ 


Delegates the Ep worth League con 


yentlon to be held at Fort Atkinson, 
Aug. 
T8-21 will be provided 


RnTSn/tby "P°rtln«r«° Mh« Abbl. 
Boot before Aug. 10. Tnote cominir 
for a day are requested to brlojr I 
with '.hem. 
A. room with oil stove, 


tables, etc., will be furnished them 
Entertainment for team, cannot be 
assured In every ciae. Mm. K. V. 
Stevens. Chairman oo.umuiee. 


thf ?°itl011. byu°ham Insarsoll that 
the delegatee be authorized to oast 
their vote for the renomlnatlon of H. 


LABOR 
COMMITTEE 
REPORT 


il»ve Completed a Mmt IUtcre«tlne tabor 


Dny Program 


The committee having in charge the 


final arrangements for the picnic to 
be given on Labor day will meet this 
evening to make their report. 
They 


have arranged 
a 
most exocllent 
program. 


The picnic Is to 
be given' at 


Cry at.l Springy park. Both steamers 


.i,* 
u*11 Wh!Lcare to »»»end-may 
ride. 
Mayor Thorongbgood will be 


asked to deliver a speech 


The picnic promh 


the beat of tho season. 


EARLY SETTLER SERIOUSLY^ 
Mr.. M»ry Ward J. L,I,,K at tne Po,Dt 
ol Death In Thl. city. 


Mrs. 
Mary wBr(j, one of 


To the Ladle. 


Unsightly hair, moles and warts de-1 


stroyed by electric needle; no pain or 
•CMSJ deep facial wrinkles perma-i 
nentiy removed; 
work guaranteed^ 


Open Sundays; will bo here nntll ABL- 
t*F*ni^sg»ln Oct. 2. 
Mr«. I/ f ' 
SSSK"4^^J80kion "ree 


Ta« Royal I. tbe hlgbett grade btklig powder 


kwwn. ActMlteita show it goes ooe- 


Iblrd hrtber tfcaa «*r ether brasd. 


• POWDER 
Absolutely Pure 


»e»«L MKINO fOWMH CO., ktw VO»K. 


, 
o 
Mf 


.ettlers of this section, Is dangeronslj 
llatlheaontb Main street home of 
w' J.B1Shter> Mrs> A1' 8ml»11- 
Mrs. 
Ward's illness is tbe result of a com- 
plication of diseases brough^jn by ad. 
vanced yeare, her great trouble at 


resent being an ailment of the stem- 


ach. Sheits orer eighty years of age, 
and local relatives and friends are 
mncn worried over he<- present condl- 
Ion.. 


WANTED 


Nicety of Etiquette^., 


A true gentleman feels 


essential to bo courteous to/b^-tcast 
aa to the greatest, but etiqfioSo""Tloes 
not always recognize his. The famous 
Talleyrand Is reported to havo used a 
graduation of politeness In asking his 
guests to take beef at a dinner party 
that ho gave. The grade ran thus: To 
a prlnco of the blood: "May I havo 
the honor ot sending1 your royal high- 
ness a little beet?" To a duke: "Mon- 
aelgneur, permit me to send you a lit- 
tle .beef." To a marquis: 
"Marquis, 


may I send you a little beef?" To a 
viscount: "Viscount, pray havo a little 
beef." To a baron: "Baron, do you take 
beef?" 
To an 
untltled gentleman: 


"MonBelur, some beef?" To his private 
secretary: "Beef?" But there was yet 
an inferior personage present, and to 
him Talleyrand uttered no word. He 
simply looked at him anil made an In- 
terrogative gesture with tho carving 
Tuilfe. But if the meat were good some 
of us would not trouble much how we 
were incited to it.—Pearson's Weekly. 


A Hair 
Tonic... 


That is isotne j 
good. : : 
King's Quinine Hair 


Tonic, SOc per bottle. 
Hair stops falling out 
with its use. .-. .•. .«. 


KING'S PHARMACY. 
Jackson and West Milwaukee Streetr. 


* 


HOT SALE 


: 
OF 
'•; 


Cool Wrappers 


Bring Your Vacation 
Home With You.^ 


Tte pleasant sights are revived with 
the use of a camera. 


Cyclone Cameras .. . 


jre the simplest, most satisfactory 
pmeraiout. Twelve plates in one 
I?**?"*. *t k acknowledged to be 
«« best Camera made. 
We also sell the "VIVE." 
Photoeraphlc 
supplies of all kinds. .* jt j» ST5» 3 £ 


. C. BUR^HAH ^ CO. 


£. T. FistvFreiglit Line 


rromptnefts,; ana PricrB rcMonaWeT 


Reduction throughout 
line worth considering. 
the 


««""i^*K* f»»»i«*» back 
59c 
89c Wrappers, braid trimmed. 


Kparate lining, for ....... 7Sc 
51 ,.X.a|?5ers' """V trinuned, 
with braid and ruffle over 
shoulders. 
gc- 


JJ.25La.wa Wrapper, with col-'' 
ored braid trimminp and 
ruffles for 
$1 I? 


$J^O Organdy Wrappers, 3^ 
t,yafdswide, for 
........ $1.35 
$2.00 Organdy, lace trimmed 


wrappers for 
ti 70 


$2.75 Ilawn and Dimity 


Wrappers for 
$2.00 


HELEN'SERVA'IIUS. 
Boys'.White Embroidtred Waists at 
. . .cost. . . 


For Summer 
Reading:. . . . 


Remember the Bradley OrcukUne 
Library furnishes the most i»poS« 
fiction at small cost. 
. 


All Books Exchangeable... 


After reading return book with 5 
cento and receive any one in the Jt 
library. 


August Magazines 
Arriving Daily. . . . 


Telephone 243-5 and have 


your magazines delivered as 
soon as received, j* & & j, 


M. H. BRADLEY. 
TheNewMian. j* 22 E. Milwaukee St 
=====:^^^a« 
lurat Halstwid's dm* 
uuntry in \Var >• »iT 


per day. No experience n*J?Sli?B«*Lu. 5.2.»» 
Lerms 


Cool Skeleton Suits. ^ * 


Makes you cool to read of them. I * 
am making; up these Suits in the nlc- 2 
ft^Lffi^J^. 
l--~ $ 


YOUR LIPE IS IN YOUR HAND 


A 
Wana-of framh,n,t Attamry vf 


I can save^oney for you. S PROFESSOR HARRIE, Palmist 
££W*JB*H. * S%*.?y*3Sf4Ma 


6 
THE DAILY GAZETTE, JANESVILLE, TUESDAY, AUGUST 9, 1898. 


from the Island, 


GEN, 
KENT'S DIVISION SAILS, 


A» to IJaj'n ItmlRnntlnn. 


Washington, Aug. 9.—Tho pub- 


lished report of tho Intention of Secre- 
tary Day to resign the office of secre- 


Shafter's Troops Being Hurried Itary of state upon the termination of 


ho present war IB based upon state- 
ments that were made nt tho tlmo ho 
assumed olllce, to the effect ho would 
consent to hold It but a short time. 
No official utterance as to tho score- 
ary's purpose Is now obtainable, and 
Secretary Day himself declines 
to 


make any statement on the subject. 


llvmimntu or \Vrook. 


St. John's, N. P., 
Aug. 9.—Tho 


French warship Mancho has returned 
from tho Straits of Dolle Isle, whero 
sho went to Inquire Into the reported 
loss of a 
transatlantic steamship. 


Sho cruised nlong the coast and found 
a number of fishermen who had se- 
cured loose deals, apparently n part 
of some steamer which'had mink, but 
she could IInil nothing to Identify tho 
lost vessel, If any there has been. 


Twenty In Small limit* Drcnrneil. 
Lisbon, Aug. 9.—During tho depar- 


ture of Dr. Campos Sallus,. president 
of Itrazll, two steamers that wero car- 
rying friends to bid him farewell camo 
Into collision, swamping two amall 
boats. It Is feared that no fewer than 
twenty persons wero drowned. 


Arrane>raenU 
Being 
Made for 
the 


Traniportatlon of 
the Entire Firth 


Army Corpn— Spanish Frlaonera -May 
Begin to Leave for Home Today. 


Santiago de 
Cuba, 
Aujr. 9.— tlen. 


Kent's division of troops, comprising 
the Sixth, Sixteenth, Tenth, Twcnty- 
flrst. Second, Thirteenth, Ninth anil 
Twenty-fourth Infantry and tho Sev- 
enty-Ural New York volunteers, began 
embarking on transports Monday 
to 


return to the United States. The Vlg- 
ilancla takes the Sixth and Thirteenth 
Infantry, and the Grande Diichesno the 
Seventy-first New York. Tho rest of 
tho division probably will get away 
from Santiago tomorrow. Tho Matto- 
•wan will carry tho First cavalry and a 
battery of nrtllllery. 


Gen. 
Bates' division, which Is >om- 


posed of tho First Illinois, tho Thirty- 
third and Thirty-fourth Michigan, tho 
Ninth Massachusetts, the First Dis- 
trict of Columbia and the Twentieth 
and Third Infantry, will follow den. 
Kent's division in the general depnr- 
uro from Cuba. Gen. Lawton's dlvlHlon 


go next week If transports shall 


arrive here by that tlmo In sulllclent 
numbers. 


The probability now Is that tho First 


Illinois 
will embark 
on Thursday. 


Some difficult? Is being experienced in 
getting a sufficient supply of water for 
the ships, and this may cause delay in 
carrying out the program of departure. 
However, tho plans now contemplato 
getting the entire Fifth army corps out 
In a hurry. 


Tho Spanish officers hope to begin 


loading the wounded and sick Spanish 
soldiers on board tho Alicante to mor- 
row. 


CITY OF BISMARCK IN RUINS, 


Capital of North Dnkotn Almost Wiped 


Out l.y Fleo. 


.Bismarck, N. D., Aug.'9.—Bismarck 


•was gutted by flre Monday night as 
never before In Ha history. Tho great- 


• -. er portion of the business section of 
. tho town was wiped out, the Sheridan 
hotel being one 'of tho lew Important 
buildings left standing. 
The flames 


• also Invaded.the residence district, do- 


Ing Immense damage. The total loss 
cannot bo estimated as yet, but It will 
run Into hundreds of thousands, -and 
may reach the million mark. 


The Hre originated In the agent's of- 


fice 08 the Northern Pacific depot, and 
almost as soon as It was discovered 
the entire building and the Immense 
•warehouse of tho company were In 
flnmee. Inflammable oils and powder 
contributed to the rapid spread of the 
flames, and 
before 
they could be 


checked they had spread to a block ol 
brick buildings across the alley, de- 
stroying the Tribune, Naro'a hardware 
store, and the entire row. 


The flames then leaped across tho 


. street to tho First National Bank build- 


ing, which melted away In a few min- 
utes. .The Central block followed, and 
then tho flre spread to tho postofflce, 
sweeping over the entire block and 
carrying down the postofflce, tho Mer- 
chants' Bank block, tho Griffin block, 
and nil Intermediate frame and brick 
structures. 
Kupltz' store and tho 


greater part of that block \vero also 
burned.. The flames also spread north 
Into* tbo residence section and gutted 
'It 


The flrcmen were powerless to check 


tho Inroads of the flre, which spread 


. to hundreds o£ buildings, licking them 


• up as so much waste paper. 


Tho origin of the flre Is unknown, as 


no ono was In tho freight ofllco whet 
it started. All the wires arc burned 
out, the Western Union office being 
one of the first to go, and the ratlroai 
office was also destroyed. A temporary 
cut-In was made to handle Imperative 
business. 


Every drug store In the city la burn- 


ed; and all the grocery stores but two 
or three, two newspaper ofllces, and 


Kliers In Demi. 


London, Aug. 9.—Georg Ebers, tho 


famous author and Egyptologist, la 
dead. 


Itnly to 1'roin tho Clnlm. 


London, Aug. 0.—The. Rome corre- 


spondent of tho Times, denying the 
rumor that tho Italian cabinet council 
has decided to send additional men-of- 
war to Colombia In connection with 
the Ceruttl claim, says: "Italy would 
prefer Colombia not to court needless 
humiliation, but unless I am totally 
misinformed 
tho 
government 
will 


maintain 
the 
Instructions already 


given to Admiral Candtanl." 


Spaniards Will llo Rent Home. 


Santiago de Cuba, Aug. 9.—Before 


tho 17th 
of tho present month the 


Spanish 
transatlantic' lino steamers 


Alicante, Isla de Luzon, Panama, Sat- 
rustegul, 
Covadonga, 
Colon, Leon 


XIII., San Augustin, San Ignaclo, and 
Francisco will arrive at this port, ana 
will embark 10,500 Spanish soldiers, 
whom they will convey to Spain. 


Mr. A. 0. Wolfe, of Dundee, Mo., 


who travels for. Maneur 
<fe Tlbbottu. 


Implement Ob., of Bt. Lonla, gives 
traveling men and travelers In ge 
era), tome good advice, 
"Being1 a 


Kn'ght of the Qrlp,"he says. "I have 
for the past three years, made it a rule 
to make myself supplied with Cham 
berJaln's Colic, Cholera and Diarrhoea 
Remedy, and have found numerous 
oooasions to test its merits,. not only 
on myself, bat on others as well. 
I 


can truly say that I never, in a stogie 
lotacce, have known it to f*ll. 
I 


COEalder It one of the best remedies 
travelers can carry and could relate 
many Instances where I have used tbe 
remedy on skeptics, much to their sur- 
prise and relief. I hope every travel 
Ing mac in the O. S. will carry a bot- 
tle of this remedy in bis grip.' 
P r 


tale by Pec pies' Drug Co., Milwaukee 
street. 


More than twenty million free Bun- 


gles ol Do Will's Witch Hazel Salve 
bate' been distributed by the manufai- 
turers. 
What better proof of there 


conQdenoe in its merits do yon want? 
It cured piles, burns, acalda, sores, in 
the shortest space of time. 
People's 


Drug Co., corner Bust Milwaukee St. 


Uo to tho Umnliii Kxponltlon. 


Via tbo Northwestern Line. 
Ex cur 


alon tickets will be on sale dally, with 
limits providing for longer or shorter 
sojourn, according to rate. This fix< 
position is a great educator and 
should be seen by everyone. 
For 


further Information apply to agents 
Ghicjgo & Northwestern By. 


Home Soekcni Kxcnnlon. 


The Chicago, Milwaukee <fc St. Paul 


B'y will sell home seekers' round trip 
excursion tickets, 1 railed to J21 days 
for return trip, at half rate, pins »2, 
on Jnly 10, August 3 and 10, Sept. 0 
and 30, and Oct. 4 and 18, to points 
on its own line in Iowa, Minnesota, 
North and South Dakota; also to 


the great bulk of the business portion, points on other lines la Northern, 
of the city, with several blocks of real-) Western and Southern States, 
dences. All tho postofflco supplies and 
fixtures are lost. 
Many people ara 


homeless. 
• 
The line of flre extended from the 


Northern* Pacific tracks to Thayer 
street on the north, and from Fourth 
to Third street on the east and west. 
The Insurance may cover one-halt the 
loss. 


Mlmionrl Town In Flooded. 


Troy, Mo., Aug. 9.—A cloudburst in- 


undated this town Sunday night, flooa- 
ing the stores along tho main street, 
Sidewalks woro-swept away and sev- 
eral highway and railroad bridges aro 
destroyed.- The St. Louis & Hannibal 
bridge east of here was destroyed, and 
scarcely a bridge remains across tho 
creek for several miles. Tho damage 
In this city will probably reach J10,- 
000. 


• Live* Might HUTU llocn Suvrd. 
Halifax, Aug. 9.—Undertaker John 


Enow, who accompanied tho steamer 
Hiawatha on her mission In search of 
bodleH of tho victims of the Bourgogno 
disaster, said that some of the bodies 
showed evidence of having been alive 
In tho water for two days at least, and 
that the body of ono woman showed 
she must have lived four days after tho 
sinking of tho ship. 


Curzon In Viceroy or Imlln* 


London, Aug. 9.^-The Evening News 


Is .Informed that George N. Curzon, 
parliamentary secretary to the foreign 
office, has accepted the ofllce of Vice- 
joy of India. 
• 


llome Keekers' Cheap Kxcunlunii. 


On July 10, August 2, 10, September 


0,'JO, October 4 and IS, tbe North- 
western Line will Bfll home seekers 
excnraton tickets, with favorable time 
limits, to numerous pointstln the west 
and south at exceptionally low rates. 
For tickets and full Information apply 
to agents Chicago 
<fe Northwestern 


By. 


ODD Minute Cough Cure surprises 


people by its quick cures and children 
may tolto it in large* quantities with- 
out tho least danger. It has won for 
UeoU tbo best reputation of any pre- 
paration used today for colda, cronp, 
t'ckllrjf? in tbe throat or obstinate 
coughs. People's Drug Co., corner 
Main and Milwaukee strcnts. 


A Beautiful 


Present 


FREE for a few months to all users of the 
celebrated ELASTIC STARCH, (FlatIron 
Brand). To induce you to try this brand of 
starch,so that you may find out for yourself 
that all claims for its superiority and econ- 
omy are true, the makershave had prepared, 
at great expense, a series of — 


GAME PLAQUES 


exact reproductions of the $10,000 originals by Muvllle, which will be given 
you ABSOLUTELY FREE by your grocer on conditions named below. 
These Plaques are 40 inches in circumference, are free of any suggestion of 
advertising whatever, and will ornament the most elegant apartment. No 
manufacturing concern ever before gave away such valuable presents to its 
customers. They are not for sale at any price, and can be obtained only in 
the manner specified. 
The subjects are: 


American Wild Ducks, 
American Pheasant, 


English Quail, 
English Snipe. 


The birds are handsomely embossed and stand out natural as life. Each 


Plaque is bordered with a band of gold. 


ELASTIC STARCH 


has been the standard for 35 years. 


TWENTY-TWO MILLION 


packages of this brand were sold 
last year. That's how good it is. 


ASK YOUR DEALER 


to show you the plaques and tell 
you about Elastic Starch. Accept 
no substitute. 


How to Get Them: 


All pnrcbanera of throo 10 cent or 
alx Scent pncknees of Elastic Starch 
(Flat Iron Brand), ara entitled to re- 
colrofrom tholr grocer ono of thonn 
beautiful flame Plaque* free. The 
plaques will not bo Kent by mall. 
They can be obtained only from your 
Rrocor. 


Every Grocer Keeps Elastic Starch. 


Do not delay. Tills ofTcr 
Is for a short tlmo only. 


Bargains.^ 


During this month we are 
making up Suits from fancy 


• 
summer cheviots, etc., at 
rock bottom prices. 


Every Garment 
Strictly UNION MADE..* 


No sweat shop work goes 
here. Our reputation Is J* 
worth too much to risk th/ 
poor, unsatisfactory work oi 
the city sweat shop. 


Elegant Cheviot Suits, 
For $20.00.^e 


Latest styles, etc. Furnishing Goods 
at 'way down prices. You can te- 
cure stuff at cut under prices here.*.* 


-The Tailor. 


Next to Rock County National Bank 


F.iTAYLOR 


&CO. 


Carriages 


SORT, BATUgy <St 
CO. 


t 


.Special Sale of 
Kid 
Gloves 


Wednesday, 


Aug. 10. 


200 pair $1.00 kids go at - 50c pair 
200 pair $1.50 kids go at - 75c pair 


We find ourselves wilh too. many Kid Gloves on hand 
and have decided to reduce stock. We have picked 
out about 400 pairs and propose to offer them to you 
At half price; they will be on sale Wednesday morn- 
ing, and the first to come will get first choice. 


We Shall continue the Sale on 


39c Wash Silks 


- 
We have added about 100 fifty cent 


Shirt Waists 


. to the 250 


We are offering many 


Midsummer 
Bargains 


in all departments throughput oar store. 


V\f ATCH Oar a^s l*"s moDtk-f°r many special 


SORT. 
<S, CO,. 


MADE ME A MAN 


— 
AJ AX TABLETS POSITIVELY CURE 
JILr.lfmrvou* 
7>f«e<i«r»»FalUna Mem* 
orr,Irapotencr.H]mple>«nM*,etc.. craied 
br AbuM or other Etcnw* and Indlf 
cratloni>. Thtv tjulffttu 
and lurtlu 
Micro tort Vitality In old or r>nn«. aid 
lit a man for ttudr, bunlniw* or marriage. 
~T^V«M^ 1 TOrimt Imanltr and Consumption If 
,™.'n In iimi. Their i:>« «hoir« Immediate (mprorf 
meat and cOeeta n OUUE whero all other fall In 
->l«t npon hnvlnir th« eennlna AJ«* Tnbleti. Ther 
uvo cured lhou«and« and Klllraroroa. Wa rira a pot- 
.HTB wrltum inif\r»ntr«i to olTert n euro EflPTO 
In 
eachca*aor refund the nrnnnr. I'rlnOU If Direr 
packaaef or Blx vkaern (full treatment) for |3LfiiJ. jjj 
^JAX^MrDTcO.V^S7^ 


Foraalo by atearns a Baker and Em) Ire Drug 
glare. 


oY 
(Iniiul KniMMipiniMit Kiilehtn 


At llHllllll.l|)(lll», Illlt. 


For the Grand Encampment and 


Supremo Urand Lodge 
Knights of 


Pythias, at Indianapolis, Ind., the 
Chicago, MUwaukoa A St. Panl R'y* 
will sell round trip cKoureloa tickets 
Bt»7.no on August 10th, 'JOth and 
2 let, pood for return until August 
30th, end can be extended to Soptom 
ber lOih by depositing ticket with 


i joint agent and paying 35 cents. 


. WB have tbo finest line of hammocks 


1 to select from In tbt city, and you ijet 
a 50 cent reduction on each one. 
San< 


oorn <fe Co, 


CtniA. Libre soap, 7 bars 25c and a 


25e naval portfolio freo. . Banboro. 


DR, BALLENTINFS 


Famous Nerve Builder 
NO. 56 


Cures all diseases of the nerves by replen- 


ishing lost nervous force. 


Of All Druggists, 28c per Bottle. 
Dr.I3»llentlne'» Famous Bonk, "How to Live a 


Ilnnclrod Your*," nplatn* the true cure (or eren 
disease. The twit medical advice ever siren to tn. 
world—direct from the hand of a (treat rhnlclan- 
majledlreethlsmonUibjthe IIAIXEXTINK IlEJIEIlt 
CO., 21 gulncjSL, Chicago. Ill 
Wanted n icood Rale nan, ndilreai an nboT» 


For sale by People's Drug Co 


H. .E Ranous, Qeo. E. King & 
Co., and H. K. White, Janes 
ville Wis. 


CHICAGO MUSICAL COLLEGE 
UK. j;. /.ii:(;i-i:i.n, i-r,... 


Acknonlrileisl tbo foniimt fclionl ot imnlc.il ItKirnlim 
XoivlnltMNtwBia'g202MlchlganBoul.,Chlcaga 
Entlro bide, occupied exclusively lir this Inntltutli 


ELOCUTION, 


5 SCHOOL OF ACTING, 
MUSIC 


33J Season begins Sept. 12,1898. 


CmcAiio Scnmn. or ACTINCI, HAHT CONWAT, Dlrretor 
hnfl Iit'on added to tho College* Oat:ilc>i;ue Seat Freu 


LADIES DOKOUIKOK 


DR. FELIX LE BRUN'S 
Steel § Pennyroyal Treatment 
is tho criRinnl nnil only FRENCH 
flato anil roliablo caro on tho mnr 
vknt- 1'rlco. Sl.«); neut by mail 
,' Ucnuino sol J uuly bv 


KINO'S 1VIARMACY. sole siceiit. corner 
Jackson anil Mllwaimce streets, .lunesvilk'. 


NEW STYLES EVERY WEEK 


Rigs that are hand- 


some and new. 


River and Pleasant streets 


Sticky Fly Paper—Poison ! 
Insect 


Powder 


The best. 


Sure :: Death ! 
To mice and 
Rats. 


We . have . it. I 


Buffalo 


: Moth 


Poison 


: Sure, 


We : have : it. 


NEW 
YORK 
HEIMSTREETS DRUG STORE. 


INSTANTANEOUS 


Water f 
Heat'rs • 


Bath Rooms. 


The Wonder$ 
Of the Age. S 


The luxury of a ^ 
hot bath within • 
the reach of all. 9 


You turn on the 


gas and instantly 
obtain hot water. 


" Heats 20 gallons 
of water in 6 min- 
utes, at ai/cost not 
to exceed 2 cents 
for gas. tj* «m j> ^6 


NEW GAS LIGHT CO. 
i 
5/ 


Office open Wednesday and Saturday evenings. 
5 North Main Street. 


J.X1-DJ 
.LJ.OdL.lJJ. 
. JLJGj" 
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..LATE NEWS BY TELEGRAPH. 
•o 
M 


llf nnilllinTflM |01'»"» »"> iuum iu» ucui-i. ui r-i-vaiucui. rvrinnirT f « 
HP 


IMflxH IN II11 In] iMcKlnley and that he will consider it DDjllWL T (I 
Iff 


linUlllllUlUll. honorable to show that if tho United DllUUllL 
I U 
DL 


ill 


French Ambassador 


Reply, 


Has Spain's 


IS 
NOW BEING TRANSLATED, 


. Pretldent McKlnUv Expect* to Receive 


the Document Today, and It! Character 
TTI1I Doubtleit Soon Be Known by 
the 1'ubllc. 


•Washington, Aug. 9.—Thn president 


expects to receive Spain's reply today. 
A revlaed and complete report of the 
answer reached Washington Monday 
afternoon, hnd Is now being translated 
Into 'French. 
The document, In its 


official form, will be presented in that 
language, but for the convenience of 
the president an English translation 
•will accompany it. 


A synopsis of tho agreement, in Its 


final form, reached the French ambas- 
sador Sunday, but It is impoxslble to 
learn whether an intimation of Its con- 
tents has been transmitted to the pres- 
ident or the secretary of state. 


Confidence is expressed In adminis- 


tration circles that the reply wll bo 
acceptable. It is generally believed to 
be a lengthy document, but this con- 
clusion Is reached more from 
press 


cablegrams from Madrid than from 
any Information obtainable here. 


Tho president and members of tho 


mil Dlitrlct Republican 
Convention 


A republican convention for the FlrstJL'on 


gressloiiHl District of Wisconsin will be held at 
Elkhorn,Wls.,on Wednesday, AURUSI 10,1898, 
^ 
an t J o clock noon, for the purpose of placing In 
--<HX><HXXxx><XH><xx><xxHb i rrSS^^^^^ 


any other business that may properly come be- 
foie the convention. Hach assembly district 
will be entitled to one delegate for every 280 
rotes cast (or the republican candidate for Pres- 
ident In woa, and an additional delegate for a 
nulor fraction. The several assembly districts 
will be entitled to representation In the conven. 
tion as follows: 
Crcen, twelve. 
Kenosha, twelve. 


people they have learned to respect on' 
. 
Bac*ne..Firstdfst'rlct twetvB 


the 
battlefield 
a veritable pact ol EXPECTS 
PEACE VERY SOON, 
?ac!Dei^"td-"tr"!t' »»«»«• 


friendship. "It Is certain," the Tempa, 
• 


adds, "that Spain will bo rewarded fat j 
her wisdom. Freed from the Cuban 


1 Spain will foucli meTicari or iTCSiacnt 
| McKlnley and that he will consider it 


honorable to show that if the United 
States la strong It Is great and mag- 
nanimous enough to spare the van- 
quished enemy, .not to abuse its vie- 
tory, and to desire by the generosity 
of its acts to make the treaty with the 


Is 
Slated for 
Command 


Porto Rico, 


in 


cubus she will regain energy and vital- 
ity and march with Joyful stops, to- 
ward a calm and prosperous future." 


Spaniards Simpect llrltnln. 


Madrid, Aug. 9.—Tho Liberal says 


that tho government la occupied with 
questions arising from Great Britain's ( 
offer to mediate between Spain and; 
the United States. Tho offer, though 
regarded favorably, has not been ac- 
cepted. The paper remarks that tho 
presence of a large British fleet nt Gi- 
braltar 
IB Inexplicable, 
and 
adds: 1 


"There Is evidently an understanding 
between Great Britain and the United 
States even if there Is not a formal 
alliance. 
England has always hith- 


erto pocketed a commission for tier- 
vlccs rendered. Will she be unreward- 
ed tills time?" 


Three Mtty Leave the Cabinet* 


New York, Aug. 9.—The Journal 


prints the following from Washington: 
"It Is openly told In department corri- 
dors and 
whispered 
at the 
Whlto 


House that three cabinet resignations 


c a b l t show no a n e t y ; s o t h o c h a - i wait on the war's conclusion. Secre- • 
acter o f thu reply 
There ,8 n o excite- 
* 
- ™" >«* 
* » 
« 


*'» J° 
is again nt 
ment over a josslhle failure of the re- 
ply to meet the approval of the prcsl-1 nation 
dent. 
One cabinet 
officer said that1 truth there rnay bo In.the statements 


rest.. 


American Army I* Movlatr Tmrard Sun 


Jann—Ten l)aj», It I* Thoncht, Will 


• Sen the End of the 
Caiiijmliin In tbe 


lilnml. 


Port of Ponce, Atig. 9.—Gen. Miles 


and Gen. Brooke have been consulting 
regarding plans for the occupation and 
government of Porto nieo. 


It Is believed by commanding gener- 


als that peace will ho restored within 
the next few days. Apparently it IB 
settled that Gen. Brooke Is to bo the 
military governor of Porto Rico. 


In ten days at tho longest, unless all 


signs fall, tho entire Island of Porto 
Rico will be occupied and San Juan 
Itself reduced. 
Tho belief in'Ponco 


now Is that there may he ono or two 
fights, but nothing like tho battle bo- 
fore Santiago. 


The first troops to move Monday 


were tho Second and Third Wisconsin, 
of General Ernst's 'brigade. 


MAY DEMAND CUUUT-MABTIAI> 


Shatter'* Cnmpalen and Other Matter* 


Hnhjects of DUcunslon. 


Washington, Aug. 9.—Gen. 


spirited defense of himself 
critics who have held' him 
for tho Indifferent treatment of the sick 


should Spain fall to accept nil the con- 
dltlons or trv to rscano resnonslbllltv 
for the C^han debTrrecommendmg 
that the United States agree to somo 
measure of relief, the president would 
terminate the negotiations, withdraw 
the terms offered and continue 
the ' 


war energetically. 
| 


Other members have different views, ' 


but the president shows a conciliatory 
disposition, and while firmly Insisting 
that the conditions ahall be accccpted 
promptly, Is understood to bo opposed 
to assuming a dictatorial position. If 
Spain exhibits a sincere desire to end 
the war and to comply with tho de- 
mands of the United States she may i 
be encouraged to a reasonable length, I 
although she falls in the first effort. I 
The president, however, IB determined 
that there shall bo no trifling or quib- 
bling. 
If tho terms arc accepted RO 


far as the power of the queen regent 
under the constitution will permit tho 
addition of suggestions for the consl- 
eratlon of tho peace commission will 
not necessarily terminate the negotia- 
tions. They 'will probably be accepted, 
the agreement to the terms Imposed 
by the president to become operative 
as soon as it can be put In force, with 
the suggestions to be reserved for re- 
spectful consideration in drafting tho 
Instructions to the American 
peace 


commissioners. 
| 


Proceeding on the assumption that 


Spain's reply will 
prove acceptable, 


the next step toward a cessation of hos- 
tilities will be the signing of a pro- I 
llmlrmry .agreement, probably by Sec- j 
rotary Day representing 
tho United ' 


States and Ambassador Cambon rep 
resenting Spain. . 
The 


cannot be said, for each of tho prlncl- 


snntlnirn n 
££±5,to 
thn hnrrimt 
$•*?$£ 


, 
....., mnsnortss 
resolutely declines to give any In- w,ounacu, °«» »H»iw Wed transports, is 


formation concerning his intentions." discussed about tho war department 


•• 
] with a great deal of animation. 


Cortes Is 'to He Summoned, 
I 


New York, Aug. 9.—The Horald 


, 
. 


Kaclne. Second district, eleven. 
Bock, I'trst district, nine. 
Bock, becoud district, eleven. 
Bock. Third district, thirteen. 
Wiilworth. First district, ten. 
Wnlworth, Hecoml district, eleven, 


• Dated July B, 1898. 


W. W.CHADWICK, 
Clialrman First Congressional District Heinib. 
llcan Convention. 


KAHL'6 Clover Boot Tea ia B pleaa 


•nt laxative. Regnlatea the bowel*, 
purifies the blood. 
(Hears the com- 


plexion. Easy to mike and pleaaant 
to take. 
US cents. People's Drug Oo 


w ar or Peace ? 


Inflammation means war In 
the delicate, sensitive skin or 
mucous membrane. 


POND'S 


EXTRACT. 


externally or Internally, brings 
peace in a moment. Try It for 
sunburn, chafing, sore eyes, sore 
feet, mosquito bites, stings of in- 
sects, bruises and all pains. The 
genuine is manufactured and bot- 
tled Solely by the Pond's Extract 
Company at their own factory. 


Dr. A. K, Halter „»?». 


BUFFALO, N. Y.—Gents:—Frcm my 


personal knowledge, gained in obaerv- 
4o? the effect of your Sblloh'a cure in 
caies of advanced consumption, I an> 
prepared to say It ij tbe moat re- 
markable remedy that baa ever been 
brought to my attention. It baa cer- 
tainly laved many, from consumption 
ffor sale bjr People's Drug Co. 


Wisconsin Btnte Meet, i,, A. W., Green 


Hay, August 1(1.IH 


On account of tbe above annual 


meeting tbe North-Wratern line will 
sell tickets August 15-10, from all 
•tationa ia Wisconsin to Qreen Bay, 
at one and one third farea for round 
trip, void 
returning alter Annual 


10,1808. 
' 


York, Aug. 


prints a special cable dispatch from 
Madrid to tho effect that the govern- 
ment, having concluded the prelimi- 
nary arrangements for peace, will Im- 
mediately convene the cortes for the 
purpose of ratification. It Is said that 
the queen regent will welcome a re- 
fusal on the part of the cortes, where- 
upon an Immediate election will bo or- 
dered, JIB many believe that In this way 
can revolution be evaded. 


Elchth Starts for Santiago, 


Springfield, 111., Aug. 9,—Paymaster 


B. B. Rray sent the soldiers o£ tho 8th 
regiment away happy Monday by dhv ( 
trlbutlng $27,000 among them. The 1st 
battalion, 
Lleut.-Col. 
Johnson, got 


away about 7 o'clock at night, and tho 
others followed later. 
The regiment 


.goes to New York, and there will tako 
transports for Santiago. 


Death* In Blmfter'H Armr Ann. 7. 
Washington, Aug. 9.—Gen. Shatter's 


sanitary report tor Aug. 7 Is as follows: 
/"Santiago, Aug. 8, 1898.—Adjutant- 
• General of the Army, Washington.— 
Sanitary report for Aug. 7: 
Total 


I number of sick, 3,445; total number of 


fever cases, 2,498; total number of now 
cases, 412; total number of fever cases 
returned to duty, 40G." 


Itttttlcahlp for Hlcibee. 


Washington, 
Aug. 9.—Secretary. 


Long declared last night that orders 


president ex-' had been given assigning Copt. C. P. 


pects the reply to contain authority for ! Goodrich to command the protected 
the French ambassador to act in a cruiser Newark, and that Capt. C. 'D. 
plenipotentiary capanlty 
In attch 
a Slgsbee will relieve Capt. J. W. Philip, 


transaction. 
Tho president will then 


order tho, commanders of the armies 
and navy to suspend hostilities, and 
may do this by proclamation, tho porta 
of Cuba and-Porto nico .will bo thrown 
open to commerce, and commissioners 
assembled in Paris to draft the terms 
of a treaty of. peace. 


Assuming that the reply will be sat- 


isfactory, • there Is considerable gossip 
concerning the personnel of the peaca 
commission. 
It seems certain that 


Secretary of State Day will head tho 
American commissioners, and ho will 
probably have as an associate Ambas- 
sador Hay, now representing this gov- 
ernment at the court of • St. James. 
Tho names of various men prominent 
in national affairs are also mentioned, 
Including ex-President Harrison, ex- 
Secretary of State 
Olney, ox-Senator 


< Edmunds, Ambassador Porter, Justices 


Harlan and Brewer, and Mr. Coudert 
of New York. There is a strong feel- 


•• Ing prevailing that ex-Secretary Olncy 


•will'be a commissioner. The commis- 
sion will probably be composed of llvo 
members, and it Is understood tho 
president desires to divide tho ropre* 


. sentatlon between three civilians and 
' two senators. 


QI7EEN DEFIES CAHL.ISTS. 


' Her Au«trlnn Relatives Vainly Urge Her 


to Fleo from Spain. 


Vienna, Aug. 9.—In tho-Inner politi- 


cal circles here it Is rumored that the 
strictly personal and private influence 
of Emperor Francis Joseph over his 
august kinswoman, tho queen regent 
of Spain, hae been brought to bear on 
her decisions relative to peace negotia- 
tions with the United States. 


Should the queen be driven to ex- 


tremes by a Carllst insurrection, it la 
Bald, she may seek the intervention of 


' the great powers and look to. Austria 


and France for allies. 


Christina's 
nearest Austrian rela- 


tives, fearful of the dangers to which 
sho and tho young king arc exposed 
Implore her to escape from Spain, but 
Bhe heroically defies tho Carllsts to do 
their worst. 


French Flea In Behalf of Spain. 


Paris, Aug. 9.—The Temps says It 


la to be npped the noble resignation of 


commanding tho battleship Texas. 


Tries to Fnrclmte 8helln. 


London, Aug. 9.—Tho Spanish gov- 


ernment has asked Firth &, Son of 
Sheffield to supply it with 220 thirteen- 
Inch shells. 


MAY GO TO TURKEY. 


Fleet Ukeljr to Ite Sent to Intimidate 


the Sultan, 


New York, Aug. 9.—Admiral Samp- 


son, who will be In command of tho 
European squadron, which Is to bo 
tormed after the beginning of peaco 
negotiations, will bo sent to Constan- 
tinople to Intimidate tho Turks. A 
dispatch to the World from Washing- 
ton says: 


"Tho statement that tho Porto has 


repudiated the claims of American cit- 
izens for damages sustained in Ar- 
menia is not credited here In the ab- 
ecncc of official information on 
tho 


subject. 


"It is now said 
that unless the 


claims are paid by Turkey, a-na\'al 
demonstration will b* made against 
tho Ottoman empire Just as soon as the 
exigencies of tho present war will per- 
mit." 
' 


IttiMln Is IntrlRuInc In Npatn 


London, Aug. 9.—A dispatch to the 


Standard from Brussels says that In 
pursuance ..of her endeavors to secure 
coaling stations between tht? Mediter- 
ranean and Vladlvostock Russia par- 
ticularly wishes to get a footing In the 
Malay peninsula. She hopes through her 
friendship with the King of Slam to 
obtain such a footing In the Siamese 
province north of Pcnang. • The dis- 
patch adds that it Is probable that tho 
scheme will succeed "unless tho Brit- 
ish representative at Bangkok is very 
vigilant.'^ 
' 


Qeriunii llomnu Catholic Central Society 


llleiiulul Convention. August 


31-JJ8, 1HUS 


On aeoonnt of the above tbe North- 


Western line will sell exourslon tlokett 
from all stations within 'JOO miles o! 
Milwaukee at one and one-third f »rc 
for round trip; at all other points 
tictteta will be sold on the certificate 
plant 


With the report in circulation that 


Col. Roosevelt will return 
to insist 


upon a court-martial upon the ground 
of unsoldlerly conduct In having pro- 
voked the "round robin" that has ex- 
cited so much feeling and interest it is 
even predicted by some officers that 
the whole question of preparation of 
tho campaign will be gone Into and 
that, incidentally, there will come an 
investigation 
to learn why 
Fall* 


Church was selected as tho site .of 
Camp Alger and what reason has per- 
mitted that camp to grow dally more 
unfit to live in and apparently beyond 
the skill and care of the medical officers 
to make It wholesome. 


AdJt,-Gen. Corbln Insists that If Gen. 


Shatter were about to begin his San- 
tiago campaign over again, and 
TT6 


could flee what would happen, ho would 
do precisely as he did when ho was 
leaving Tampa. 


BASEBALL REPORT. 


darnel Flared Yeiterdnjr In the Various 


A slight gain on New York was tho 


best that could be realized yesterday 
afternoon. Chicago won and lost -from 
Philadelphia, but St. Louis, with Tay- 


I lor, was more than a match for tho 
Giants, so tho Orphans drew up al- 
most to a tie. Only two other games 
wore played, between Washington and 
Cleveland, and Cleveland winning ono 
and tho other reuniting In a tic. At 


Inclnniitl, at Plttsburg and at Louis- 


ville rain Interfered. Scores: 


At Chicago—Chicago, 
<f; 
Philadel- 


phia, 2. Philadelphia, 8; Chicago, 3. 


At Philadelphia—Cleveland, 6; Wash- 


ington, 3. Cleveland, 0; Washington, 
0.—Game called at end of ninth inning 
on account of darkness. 


At St. Louis—St. Louis, 4; 
New 


York, 2. 


Baltimore at Plttsburg—Rain, 
Boston at Cincinnati—Rain. 
Brooklyn at Louisville—Rain. 
Games today: Boston at Cincinnati, 


Washington and Cleveland -at Phila- 
delphia, Brooklyn at Louisville. 


GIVE THE CHILDREN A DRINK 
called Oraln-O It In a delicious, appetizing, 
nourishing (ood drink to take tbe place of cotlee. 
BnldbyailKiocersand liked by, all who have 
u»ert It becauieuhen properly prepared Ittastes 
like tlie finest coffee but Is Iree Irom all Injurt- 
us properties. (lrain-O aids digest Inn and 
trfnKtbfns the nerves. It is nntu sUinulaut 
but a health builder, and children, unwell as 
adults, can drink it wlih great benefit. Co»i» 
u bout X as madias coMee. ISandasc. 


DR. WOOD 


The Eminent Chicago Physician, will make 
his nerfttgular semi-monthly visit to ... 
JANESVILLE, 
SATURDAY, 


At Hotel flyers, 


Consultation and examination free 


strictly confidential, in the private parlors of 
tfaenotel. 


and 


HOUSEWORK IS A PLEASURE 


:: 
With the Use of an 
:: 


INSURANCE GASOLINE STOVE. 


Summer heat is bearable and the danger from explosion- 


entirely done away with. Insurance Stoves will not explode, 
are cleanly, odorless, and; above all, economical. 


BLUE FLAME OIL STOVES are the cheapest Stoves 
to operate, with the best heat- 
ing results, made. 


a woman. 


Patent Ironing Board, 'can be 


-sct up anywhere; a handy article 


We sell them. 


H. L. McNAMARA, Armory Block. 


N. E. -WOOD, A. M. M. D., President 


Chicago Medical and Surgical Institute, 617 
LaSalk Avenue Chicago 111. 
l.ate ConnultluK Mirtfon to thn Imperial 
Gtrrnau Military IltMillnlH nt Iterlln unit At- 
tending Ne>] rolIslBt to CliiirlnfiCross.bt.Georjte's 
and iiuy's Hosultals, London. Author ot "Atlas 
ot Eye anil Ear Dlxcases," "Anatomy nnd 
Surgery ot the Genlto-Urlnary Orirnns," "The 
Fountain nt Life mid Its I'olutlon," "The Private 
Medical Counselor." "Nervous Debility and 
Brain Kxtiaustlo!i,">>Varicoct>loand lD>r>oiency" 
"I'rlriilo Inclines on Health and Ilycleue," 
"Chronic IMseases and Deformities." 


&lKaOLTA.Tl»lt 
ASl) 
XXA1UIK- 


You 
Have a 
House.. 


P 


kUT A PRETTY 


Porch on it If/ 
and note the 


difference in appear- 
ance. 
It. adds half 


again to the looks, 
besides giving you 
more summer com- 
fort than the same 


amount of money expended in any other \Ht 


til 


Interstate League. 


At Toledo—Youngstown, 3; Toledo, 


1. 
' 


At Grand Rapids—Grand Rapids, C; 


New Castle, 4. 


Fort Wayne at Springfield—Rain, 
Dayton at Mansfield—Rain. 


We Make Porch Designing a Specialty. 


We can show you materials and de- 


signs in great variety, and the prices 
won't be high, either. Our lumber is all 
cut and milled from our own pineries and 
mills.—'One .Profit From Stump to Consumer." 


D K. JEFFRIS. 


Planing Mill N. River St 
Opp. West Side Fire Station 


•*<*<if •<*•<*'«*-if •**> if •***•>* 


$ 
ft 


Western 


At St. Joseph—St. Joseph, 5; Minne- 


apolis, 2. 


Detroit at Indianapolis—Rain. 


Dr. I. I. Terry, of Trimble, Tenn., 


in speakltg' of Chamberlain's Colic, 
Cholera ana Diarrhoea Remedy, says; 
•'It baa almoat become a necessity In 
thla vicinity." Tbla la tbe best remedj 
In the world for colic, cholera morbus, 
dysentery and diarrhoea, and Is recog- 
nized aa a necessity wherever Ua great 
worth and merit become known. No 


Itrmrmber U rosin you no money to ge', tills 
Eminent and Itellablo Specialists' opinion aBotit 
your rose. It limy save your life, or.lt Incur* 
anlH, U will suve you money to know It. We are 
fullv up to the times in all the latest Inventions 
in medical and surgical operations. Appliances 
and Instrument!). Our Institution Is open tor 
Investigation In any persons, patients ur nliy- 
rlclans. HV Inrllf nil to correspond with or 
visit us before taking treatment elsewhere, be- 
llrvinp that :i visit or consultation will convince 
any Intelligent pvr'on lhat It Istottielr advan- 
tune to place themselves under our care. The 
Uhlcnco Medical anil Hurclcal Institute Is In- 
dorsed by the people i ml tne press. More capi- 
tal Invested, more skilled physician* employed, 
more modern appliances, Insltiiineiits and ap- 
paratus In use. more cases treated antl cured, 
more successful turulc*) operations performed 
than In all other medical establishments In tbe 
northwest combined. 
l-lli'x cured without pain, knife or hindrance 
from business. 
Cuiirrr positively cured without pain or use 
of knife, by our new method. 
ainrri<tf;<v Tlio.ie contemplatlnK marriage, 
who are aware ot physical delects or weakness 
which would render marriage a disappointment 
would do well to call on Us. 
nifnni'H 
<>f men. itlood I'ol'anliiR, Gonor- 
rhea, Gleet. Stricture, Syphilis, llydrocele, Var- 
leocele, Ix>ss of Manhood, Vital Drain In Urini-, 
Nocturnal Emissions. Impaired Memory, Weak 
Hack, Impotence, Los* of Memory, and all dis- 
eases arlslDK from self abuse, are successfully 
treated bv our method. 
LOM nf juinihvoil and the evil effects of 
Abuses of Youth. As the • awn'Mi: grave annu- 
ally swallow thousands of these Innocent vic- 
tims, let us Impress on the mulcted ones the 
necessity of an Immediate cure, as each hour 


ASK OUR ADVICE ! 


t to get for the camping outfit in the way of 
.^ We 


on what to 
eatables.^ We can tell you, perhaps, a few things you 
hadn't thought of, that will make eating more pleas- 
urable. We make picnic eatables a specialty. 


Canned Meats of all Descriptions: 


Chicken, imported, per can ....*...'. ,.25c Sweet Pickles, per qt 
.... 


Game, imported, per can ...'. 
25c Delicious bulk or bottled Olives...!5cto35c 


Sardines, per can 
5c to 20c Cream of Cereal, a/new breakfast food, 


other remedy la to prompt or effectual, •audrveryday lessens the chances of your recov- 
nr on nloaoHTit In tiOra 
Mnlrl Vi» Pan. • el7% BI)|J '* uaMeDIDB VOU to that borne Itom 
or so pleasant to take. 
Hold bjr reo- whence no traveler returns. 
pie's Drug Go., B, Milwaukee atreet. 
~ 


Modern Woodmen 1'lcnlc. fort Atkinson, 


August 13, 1HIW 


At Milwaukee, Madlaon, Jnoean, 


Wls., Rocuf jrd, 111., and all interme- 
diate point*, tbe Northvr atern Line 
will soil excursion tickets to Fort At- 
kinson, Augvm 1Mb, at one-and one- 
third fares (or the ronnd trip. 


^—^•••^•^••. 
i 
M i- 
f 


Some time ago, a little bottle of 


Chamberlain's Oollc, 
Cholera 
and 


Diarrhoea Remedy fell into my bands, 
juat at » time when my two-year-old 
boy waa terribly b filleted. His bowols 
were beyond control. 
We had tried 


many remedies, to no purpose, bat ttie 
little 
bottle of Oollc, Cholera and 


Diarrhoea Eomedy speedily cured him. 
— William 7. Jones, Offleaby, Oa. For 
•tie by People's Drag Co., corner East 
Milwaukee atreet. 


. We are pr-pantd to treat all 
kinds ot Deformities, as Ciub Feet, Curvature of 
tne HMne, Wenk Ankles, etc. 
frrn JCrnmfmiifnn ofllip Vrlnr. Kach per- 
son applying for medical treatment should tenil 
or b IUR about four ounces of urine (tlmt passed 
first In the moinlnn preferred), which will re- 
cvlvo n careful ciiemlcal and microscopic exam- 
ination, and It requested a written analysis will 
be Klveu. v« years' experience in the treatment 
of chronic diseases, cures ID all eurablo cases of 
th" Stomach, I.lvrr, Hi-urt, Lungs, Kidneys, 
llladder. Brnlu. Nerves, Uheunmtlsm. Klts.ru-u- 
ralula, Diabetes. Dysprpsla, Chronic Ulormora, 
Dropsy, llronchltls, Catarrb. Kezema, Ucrofula, 
Consumption. Deafues and tiolst-s la tbo ear, 
itlscliarulnc from HIH ears, cured when others 
fall. All Kye Tnmblei, Cataract aril Cross Kyes 
successfully operated on. Errors In the Vision 
restored bv proper ulasses. All lorms of sores 
Blood and \V«silngl)lseases. 
n-UMiKitfui. 
vuttKH perfected In old 
emeu wlilcli have been neglected nruusklllfully 
treated, 1'urtlea treated by mall or express, 
but where posBlble, personal consultation Is pre- 
Jarred. Curable cases KUaranteed. 
No risks 
Incurred. 
r-Cases anil correspondence confidential. 
l>Hllelti>nl{uHttllt;)iraiitr antl 
Ktirf/lrul 
teiwit inn/ n,i „(• i;tu f/i/nrf/tuifi/rrr. 
Address with four cents postage, 
'.Dr. N. E. WOOD, President. 


617 La Saile Avenues Chicago. *IU. 


Salmon, per can 
I0cto20c. 
ground popcorn, per ] 


Lobster per can 
I5c Don't let Peanut Butter (' 


Shrimps, per can 
)5c and 25c 
mind—the nicest lu 


Fish Balls, very fine, per can 
I5c 
ever saw. 


Boneless Herring; very choice, per can.. >0c JO bars Kirk's Soap 
25e 


Sliced Star Bacon, per can 
25c White Cloud Soap, JOc bars 3 for 
25c 


Richelieu Jams, all flavors, very fine, |ar,20c Cordova Coffee, a choice package article, tj 
Canned Fruits, all prices, per can JOc to 25c 
perlb. 
J2Hc 


Home made Jelly, per glass 
JOc Eddy's Baking Powder, per can I5c and 25e 


Sour Pickles, per qt 
7c I. C Baking Powder, 3 sUes... JOc, I5c, 25c 


Green Vegetables, all kinds, every day. 
Our own Bakery Goods—pies, cakes, doughnuts, etc,—- 


best made. 


C. A. THOHPSON. 


South River Street. 
'Phone No, 207 


Your money back if you are ,not satisfied. 


Subscribe for The Gazette. 


A WEEK 


- • .All the news 
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DYSPEPTIC GROWS FAT^l 


When he goes campmg--the man who don't care whether he eats or not in Hi* '* A 
i 
r 
(fl 


prises his friends and drains the larder. 
Halt the fun of camp life is th< 
' ' 
el°pes an aPPet'te that sur- J 
W 


have oflate years made a specialty of picnic goods. • We have studied 
< 


stock shows the result-it is complete in every particular 
Our trade wi 


larger th* season than , ver. 
It you are planning an outrng come and see' ™ '^r^rTloTL^^. 


9} 


our 
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to 
to 
to 
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YOU WILL DO WELL T O C F P THIS 


Libby & Armour's Best Canned Meats. 
Corned Beef 
Potted Ham 
.'.*!'.'.' 
*" 


Ox Tongue 
!!.'!.'!.''!.' 65c 


Lunch Tongue 
_. 30c 
1-lb. can Armour's Star Bacon... ~.. 25c 
CI. 
Ct (Just the thing for picnickers.) 
Slice Star Ham 
25c 


Richardson dr Robbins 
1 Unexcelled 


...Goods,.. 


Potted Beef 
20c 
Potted Tongue 
'/."] 
3Qc 
Potted Duck 
30c 
Potted Game 
30c 


Potted Ham 
!.'.*.*" 20c 


Monarch Canned Salmon.... 10,* 1*5, 20c 


Richelieu Canned Salmon 
iQ, 20c 


Russian Caviar. 
, 
' 2Qc 


Richelieu Lobster.. -. 
20c 30c 


Devilled Crab 
' 25C 
Cove Oysters 
.'' ] i5c 
DunbarShrimps 
' * * j 25c 


Small cans of Mackerel 
... IQC 
Penanros Boneless Sardines 
25*, 30c 


Billet Imported Sardines 
20, 


Good Imported Sardines 
10.' 


American Sardines, halves 
' 


(3 for 25c.) 


American Sardines, quarters 
Mustard Sardines, best brands... 


(fl for25c.) 


Heinze Sweet Midget Pickles, in 
* 


bulk, 35cqt.; bottles 
25, 30, 85c 


Heinze India Relish, bottle 
25C 
Heinze Catsup 
;..-... 10, 15, 20, 25c 


80c 
15C 


,N M,ND 


20c 


Heinze Chili Sauce 
. 25C 


Richelieu Catsup, large bottles, 
.' 25c 


Heinze Baked Beans and 


Tomato Sauce.... 
i5C, 


Sour Pickles, all sizes, per qt 
A special article for picnickers are the 


sour mixed sour midgets and 
sweet mixed Weichert brands 
of Pickles, large bottles 


(The stock is freah and very nice.) 


Cross & Blackwell Imported 


Chow Chow. 
25 OU|J 


Large Spanish Queen Olives, bottle.' 40c 
Jams and Jellies, every description, 


upward from 
5c 


Nothing more refreshing for heated 


weather' than Phosphate. 
It 


. 
should be kept in the house at 
all times. 
' 


15c 


Sprague, Warner & Co.'s Perfection 


Wild Cherry Phosphate, 10, 15, 25c 


Thompson's Wild Cherry Phosphate, 


large bottles ...... ." 
.......... 
20c 


Root Beer makes an excellent hot 


weather drink; we have the Ex- 


' tract Root Beer in bottles ____ 10 


Sprague, Warner & Co.'s Carbon- 


ized Root Beer in quart bottles, 
ready fcr use. . . . . ......... ... 
(5c rebate made when bottle la returned*.)' 


The finest kind of Chipped Dried 


Beef, per Ib ..... ........ . ..... 20c 


Campers will be interested in know. 


ing that Sanborn sells Armour 
Star Hams, per Ib 
........... I2i^c 


Picnic Hams, per Ib. ... 
7c 
' ' 
. , 
Standard Hams 
. lOc, 


Our smoked meats are kept in cold storage away from flies and heat. 
/M 


Coffee at all prices, and the famous Javanese Coffee, IQc per 1ft. j 


All out Hammocks are reduced 5oc each. Now is the time to get a good Hammock cheap. 
8 


c- 
A 
The store of the people. 


Steam Launch and Picnic Grounds For Picnickers and Campers. 
For ful, information see Fred Howe, H. D. Murdock, W. H 


^^^Sd'-saa:* ^^-"*^^^-^^^^^-^^^^^Ja-^ ^-^.^ .^.^ ^ ^ ^ ^ ^ 
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. —'!• Own Exertion*. 


At all events." remarked the callei- 


trying to say something cheering to the 
expert penman whose too free use of his 
talent* had brought him to Jnll. "they 
Aare given you ono of the best cells in 
tLe. building. U'a right over the por- 
tJco and faces the public street." 


"Yes." gloomily replied the prisoner. 


* I6,? j£ hnve forBed my'way to the 
iront."—Chicago Tribune. 


ChnnKe In III1I o« Pnre. 


Warden (to prisoner about to be 


electrocutcd)-Uurry up. my man, and 
eat your dinner. You will bo taken to 


finished. - 
. 


Jerry the Thug {disconsolately}— 


•well. I ve ct menny a dinner dat fln- 
.isued on nuts an1 raisins; but dis is 
ao first one dat ever ended wld alter- 
natln1 currcnta.-Uudge. 


Ortllnc n Good Hen dr. 


A clatter on tho atdc stair 
A trampling overhead, 
wiVlwiil"1' *camPer ncro ana there 
With twin and noisy tread: 
vZ? a 8CJamb"nB by and by. 
™J« 8°un<l of merry squeals, 
AHQ nOW tnnt ffnt-rt 
*»-— — * * » 
• . 


xxxx xx>ooo<xx>ooo<xxxx 
DOWN WITH JACK FROST! 
Get the Upper Hand 
Of the Festive 
FrOSt Rif^ While the Weather 
I IUdL Dl LC and lime is Favorable. 


Clean out the old Furnace, shake down the 


rusty grates, pound the dust out of the pipes, 
and look the old heating place over carelully to 
see if it will stand the strain of another season. 
Take care of the Furnace now before the rush 
begins. 
Our experienced Furnace men can bet- 


ter care for your wants now than later. We hire 
men to do Furnace work; they nnderstand their 
business thoroughly. 


More fall Shoes 


Arrived.*^ 


i 


A Gilt Edge 


Servant (returning from upstairs)- 
«o, «lr, the mistress is not In. 


Caller—Yes, i heard her say she 


.wasn't.—Detroit Free Press. 


Too Much for Him. 


r - ^a£ 
i?8"'^° ""^•""••opjJisr'K 


•It choked him when he ate H m a 
u« couldn't swallow half tl 
In It, . 


• A. W. Bulletin. 


' 
Of No I m r i 7 u,e. 


Lady of the UousB_^T,y don't you ga 


; Jo work? Don't you know that a roll- 
•ing stone gathers no moss? 


Tramp—Madam, not to evado youi 


.question at nll,.but merely to obtain In- 
lorrnation. may i nsk of what practical 


Furnace 


Should replace the old one 
should it be necessary. 
More Gilt Edge Furnaces 


in use in JanesvilJe than 
any other make. 
Lowell 


| 
makes the price right. 


Come in and talk l[ 
Furnace with us/™" 


vV 
vts 
vV 


The best Shoe builders in the United States 
have been called upon for our stock this 
season. Dressy people like to be foremost 
m foot styles and therefore make early fall 


purchases. 
For 


these folks and all 
early fall buyers 
We are preparing 
every day a great 
ovation m pretty 
footwear. You can 
be the first to 
wear the correct 
styles for fall if 
you wish to pur- 
chase now. 
. ' 


Our Summer Tans Must Move, 


The incoming of our fall stock makes it a 
necessity to push out all summer tans- 
men s and women's, boys' and misses'— 
as hurriedly as possible. Our shelf room is 
already crowded to 
its utmost capac- 
ity. We are mak- 


p r i c e s that 
move summer 


vV 
vf, i 
goods, and each 
sale is a surprise 
party to 
* 


chaser, 
find it 
try us. 


the pur 
You will 


so if you 


LOWELL HARDWARE COflPANY 


°Utt> RiVer Street' Ba* of 
' 
of Old S nd. 


vty 


Shoes^t 


Cost more than poor ones. Sometimes the Shoe 
you pay the most for costs the least. It depends 
on where you buy them. Cheap folks ?ask less for 
en,??!, 
^aVVlask for g°od °"es, but theirs 
cost the-most in the long run. We have placed all 
broken sizes in Oxfords on our bargain table and 
T^-et?cuem> choice'98c. All broken sizes of 
m±d$!?.08e9.areheaped t0gether°n atabl6' 


rCO., _ 


